SPECIAL PARTS LIST FOR MODEL CCK-MS _SPEC 27407 


FOR STANDARD PARTS REFER TO CATALOG 92 7-0253 KEY NO. _ l 

OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO. 

QTY. 

DESCRIPTION 

PART NO. 

QTY. DESCRIPTION 

(Iroup - i 


High Profile Breaker Box 

—1- 

.134-0731 

1 

—i- 

Housing, Cylinder Air LI 

Croup - 25 


Rectangular Air Cleaner 

134-0730 

1 

Housing, Cylinder Air RE 




140-0776 

1 

Cleaner, Air - Rectangul 




145-0224 

1 

Inlet Assembly - Garb - 

110-2554 

1 

Block Assembly, Cylinder- 



Air 



Includes Breather Tube 

123-0073 

1 

Can, Breather Tube 

104-0275 

1 

Crankshaft 

515-0094 

2 

Key, Flywheel 

105-0156 

1 

Camshaft 

515-0006 

1 

Key, Stub Shaft 

105-0030 

1 

Gear, Timing 

142-0306 

1 

#Kit, Repair 

112-0073 

2 

Piston 3 Pin 

142-0241 

1 

#Fly, Choke 

115-0080 


Ring Set, Piston 

142-019 2 

1 

#5haft, Choke 

110-1037 

2 

Valves, Intake 

142-0459 

1 

Waive and Seat Assembly 

110-0904 

4 

Rotocap, Valve Spring 

142-0284 

1 

tfShaft, Throttle 



Retainer 




120-0413 

1 

Cup, Oil Pump Intake 

* - Same . 

as standard carburetor except 

102-0556 

1 

Base, Oil 

parts 

Mirked #. 

103-0037 

1 

Gearcase Assembly - Includes 





Parts Marked +) 

Parts Not 

Furnished by Onan 

150-0100 

1 

+Shaft, Idler Gear 


Starter 

150-0101 

1 

+Gear, Idler 


Fuel 

Pump 

150-0.116 

1 

+Collar, Idler Stun 


khnual Choke 

509-0013 

1 

+SeaI, Oil - Gearcase 


Flywheel 

123-0521 

1 

Tube, Breather 


Ignition Coil and Leads 

149-0136 

1 

Cover, Fuel Pump Hole 




123-0828 

1 

Cap 3 Indicator, Oil Fill 




123-0861 

1 

Tube, Oil Fill 




123-0092 

1 

Gasket, Oil Fill Tube 




110-1000 

2 

Insert, Intake Valve Seat 




160-1205 

1 

Box Assembly, Breaker — 






Complete 




160-0638 

1 

Point, Set 




502-001.9 

1 

Elbow, Governor Oil Line 




120-0102 

1 

Line, Oil - Governor 




502-0058 

1 

Tee - Oil Gauge 




502-0030 

1 

Connector - Inverted Male 




151-0270 

1 

Governor 




150-0104 

1 

Gasket - Governor Mounting 




502-0055 

1 

Elbow, Oil Gauge 




501-0007 

1 

Line, Flex - Oil Gauge 




193-0005 

1 

Gauge, Oil 




508-0001 

1 

Grommet, Blower Housing 




134-0728 

1 

Housing, Blower 




134-0832 

1 

Baffle, Blower Housing Air 




154-0356 

1 

Manifold, Intake 




154-0360 

2 

Gasket, Muffler 




i55-0495 

1 

Muffler 




150-0122 

1 

Link, Throttle 




516-0036 

1 

Pin, Cotter - Throttle 






Linkage 




142-0400 

1 

* Carburetor 




502-0003 

1 

Connector - Inverted Male 





,T 

linn 1 IQ77 
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SPECIAL PARTS LIST FOR MODEL CCKA ~ MS __ SPEC 274U _ 

FOR STANDARD PARTS REFER TO CATALOG 927-0253 KEY NO. l 

__ OPTIONAL GROUPS IN CATALOG ABE LISTED BY GROUP NO. BELOW WHEN USED. _ 

PART NO. OTY. DESCRIPTION PART NO. QTY. DESCRIPTION 


Group - 8 


Alternator LS Mounted 

105-0234 

1 

Camshaft 

516-0146 

2 

Pins, Groove 

102^0791 

1 

Base, Oil 

134-0825 

1 

Flywheel 

104-0369 

1 

Screw, Flywheel (Special) 

150-0635 

1 

Bracket, Governor Spring 

150-0698 

1 

Spring, Governor 

134-2897 

1 

Housing, Blower 

308-0140 

1 

Switch, Toggle 

153-0097 

1 

Cable, Choke 

154-0360 

2 

Gasket, Exhaust 

155-0859 

1 

Muffler, Exhaust 

1 If* 

1 

Bracket 

332-0050 

1 

Clip, Wire 


Parts Not Furnished by Onan 
Manual Choice 


June 1, 1977 


1 


1 






MODEL 


CCKA-MS 


SPEC. 


274 SJ 


SUPPLEMENTARY PARTS LIST 900- 43 (per above model and spec.) 
Parts listed below apply to the above model. Use these parts in 
place off ( or in addition to ) the parts listed ffor Parts Kev_l_ 
in the standard parts catalog No .927-025.* _ 


PART NO. 

QUAN.j 

DESCRIPTION 



NOTH: This model has a 20 ampere flywheel 
charging alternator. 

110-0915 

1 

Block Assembly, Cylinder (Includes Bearing, 
Guides and Seats) 

104-0872 1 

1 

Crankshaft 

102-0759 j 

1 

Base, Oil 

1 25-0694 

1 

Cap and Indicator, Oil Fill 

120-0648 

1 

Intake, Oil Pump -(Includes Cup, Screen Pipe 

154-0356 

1 

Manifold, Intake 

155-0860 

1 

Muffler, Exhaust 

134-2798 

1 

Housing, Blower 

134-2791 

1 

Housing, Cylinder Air R/Hand 

134-2887 

1 

Wheel, Blower 

150-0635 

1 

Bracket, Governor Spring 

150-0698 

1 

Spring, Governor 

103-0480 

1 

Gear Case 

191-1095 

1 

Stator (20 Ampere) 

191-0938 

1 

Rectifier, Voltage 

191-0939 

1 

Regulator, Voltage 

191-1107 

1 

Bracket, Regulator/Rectifier Mtg. 

i 


evised 


Page. 


of_L 


Dated 


9 / 25/74 


1 



2744J 


SPECIAL PARTS LIST FOR MODEL 


ccw-s 


_ SPEC 

FOR STANDARD PARTS REFER TO CATALOG 927 ~ 0253 


KEY NO. 


OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO. 

OTY. 

DESCRIPTION 

Group - 1 

Group - 20 

-.1 

Breaker Box, Ignition 
Carburetor 

110-1418 

1 

Block Assembly, Cylinder 

104-0882 

1 

Crankshaft 

113-0088 

2 

Ring Set, Piston 

140-0470 

1 

Cleaner, Air 

140-0684 

1 

Tube, Breather 

140-0459 

1 

Tube, Breather 

123-0104 

l 

Valve,Breather Cap 

123-0073 

1 

Cap, Breather 

123-0762 

1 

Cap 8 Indicator, Oil Fill 

160-1072 

1 

Wheel, Magneto 

154-0802 

1 

Manifold, Intake 

134-1579 

1 

Housing, Blower 

193-0068 

1 

Gauge, Oil Pressure 

502-0005 

1 

Elbow, Oil Gauge 

517-0021 

1 

Button, Dot 

154-1000 

1 

Arm, Governor Extension 

501-0004 

1 

Line, Oil 

502-0020 

1 

Elbow, Street 

503-0398 

1 

Clamp, Air Cleaner 


PART NO. OTY. 


DESCRIPTION 




T 


Parts Not Furnished by Onan 
Stop Button 





CCK-MS 


SPECIAL PARTS LIST FOR MODEL 


SPEC 


^ T 

li f T IV 


FOR STANDARD PARTS REFER TO CATALOG 927-0253 


KEY NO, _L 


OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO. 


OTY. 


DESCRIPTION 


PART NO. OTY. 


DESCRIPTION 


Group -34 


Vacu flo Cooling 




110-2358 

1 

Block Assembly, Cylinder- 
Includes Breather Tube 

110-1000 


Insert, Intake Valve Seat 

510-0015 

5 

Ball, Fly-Governor 

112-0073 

fir 

Piston and Pin 

113-0089 

T 

Ring Set, Piston 

110-1037 

1 

Valve, Intake 

1i0-0904 

4 

Rotocap, Valve Spring Re¬ 
tainer 

102-0782 

1 

Base, Oil 

520-0119 

t 

Stud-Oil Base to Block 

104-0001 

1 

Nut-Oil Base to Block 

160-0644 

1 

Bracket, Timing Mark 

150-1462 

1 

Shaft and Arm Assy, Governor 

150-0159 

1 

Bracket, Governor Spring 

123-0527 

1 

Cap and Indicator, Oil Fill 

123-0508 

1 

Tube, Oil Fill 

160-0472 

1 

Box Assembly, Breaker-Complete 

160-0638 

I 

Point Set 

160-0469 

1 

Cover, Breaker Box 

309-0064 

1 

Switch-Oil Pressure 

134-2911 

1 

Housing, Blower 

154-0360 

2 

Gasket, Exhaust Manifold 

154-0512 

1 

Manifold, Exhaust 

134-0936 

1 

Housing, Cylinder Air-L.H. 

134-2913 

1 

Housing, Cylinder Air-R.H. 

134-0944 

"5 

Spring, Cylinder Wrapper 

134-0942 

2 

Wrapper, Gy i imler 

517-0035 

1 

Plug, Dot Button-Scroll 

134-0768 

1 

Scroll, Air Discharge 

134-0761 

1 

Spacer, Scroll 

142-0395 

1 

♦Carburetor 

142-0241 

1 

#Fly, Choke 

142-0192 

1 

fShaft, Choke 

142-0459 

1 

#Valve and Seat Assembly 

* - Same as 

standard carburetor except parts 

marked 

#. No 

repair kit available. 


Parts Not Furnished by Onan 
Fuel Pump 
Nfanual Choke 
Air Cleaner 

Ignition Coil and Leads 


.Turn* 1. 1Q77 



SPECIAL PARTS LIST FOR MODEL rniA-MS _ SPEC 274SJ-- 

FOR STANDARD PARTS REFER TO CATALOG 927-0253 KEY NO. _J. 
Optional groups in cat . ~*g are listeo bv group no. below when used. 


PART NO. QTY. DESCRIPTION PART NO. OTY. DESCRIPTION 

----1--- - -1—i-1-— ; 

Manufactured For: Miller Electric Company 
Group - 20 Gasoline Garb. - Adj. Jet 

Group - 26 Variable Speed Control 


110*2358 

1 

Block Assembly, Cylinder - 


. 

Includes Breather Tube 

110*1000 

2 

Insert, Intake Valve Seat 

104-0882 

1 

Crankshaft 

51/-0048 

1 

Plug, Expansion 

510*0015 

to 

Ball, Fly - Governor 

105*0238 

i 

Camshaft - IncLudes Center 

Pin 

113-0088 

2 

Ring Sc“, Piston 

102-0782 

1 

Base, Oil 

150*0988 

1 

Extension, Governor Arm 

135-U49 

1 

& 

Tube, Oil Fill 

134-2935 

1 

Housing, Blower 

332*0051 

1 

Clip, Mounting - Switch 

Leads To Housing 

308*0140 

1 

Switch), Start-Stop 

308*0356 

1 

Guard, Start-Stop Switch 

154*0688 

1 

Manifold, Intake 

167-0229 

2 

Support, Plug Cable - 
Vacuum Booster (1) And 

Oil Fill Tube (!) 

166*0628 

1 

Bracket, Coil Mounting 

515*0006 

1 

Key * Stub Shaft 

150*1023 

1 

Study- Speed Adjusting 

152*0212 

1 

Control, Variable Speed - 
Complete 

152-0211 

1 

Lever, Adjusting 

182*0213 

.. X. 

— Plate,-Adjusting 

156*1475 

1 

Kit, Vacuum Speed Booster 
Replacement (Includes Parts 
Marked *) 

150-0430 

1 

Bracket, Spring To Governor 
Link 

tip-1474 

1 

‘Diaphragm Replacement Kit 
(Includes Parts Marked +) 

150*0668 

1 

♦Gasket.Diaphragm Elate 

150-0425 

1 

♦Gasket, Booster To Manifold 

150-0475 

1 

‘Spring, Internal 

i8o*as26_ 

1 

‘Bracket, internal Spring 
Adjusting 

516-0039 

1 

‘Pin, Cotter-AdJusting Bracket 

150-0666 

1 

‘Plate, Diaphragm 

516-0085 

1 

‘Pin,! Diaphragm Lever Pivot 


1 

Housing, Vacuum Booster 
(Not Sold Separately) 


.1. 

. _*Gover ^-Vacuum Booster 
(Not Sold Separately) 


150-0475 

815.0148 

8$5-0008 
815-0111 


1 ‘Spring, External 

4 ‘Screw, Slotted (jex Head 
{#8-32 X 7/8") 

2 Washer, Lock-ET (#10) 

2 Sc rew, Machine-Round Head 

(#10-52 X 2-1/4") 


* Included In Vacuum Speed Rooster 
Replacement Kit 

+ Included In Diaphragm Replacement Kit 

Farts Not Furnished By Onan 
Spark Advance Mechanism 










CCKA-WS 


2750J 


SPECIAL PARTS LIST FOR MODEL 


SPEC 


FOR STANDARD PARTS REFER TO CATALOG 927-0253 KEY NO. 

OPTIONAL QUO UPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 



| PART NO. QTY. DESCRIPTION PART NO. OTY DESCRIPTION 




T- 1 1 .. . —' 

-[- 

Group - (i 


Flywheel Alternator - 15 




Asp (Phelon) 


Group - 27 


Variable Speed Governor 


Group - y>z 


Spir On Oi1 FiIter 


110- l«t>0 

i 

Block Assembly, Cylinder 


154-2621 

1 

Flywheel (Includes Ring 




Gear) 


515-0202 

\ 

A 

Key, Crankshaft 


154-2897 

1 

Housing, Blower 


508-0J 40 

I 

Switch, Toggle 


155-009" 

1 

Cable. Choke 


552-0050 

1 

Clip, Hire 


151-2760 

1 

Housing, Cylinder Air RH 


154 - * 

k 

I 

Housing, Blower 



June 1, 1977 




1 

O A M i\ 


1 

r% f 



SPECIAL PARTS LIST FOR MODEL CCKA ~ MS _ SPEC_ 

FOR STANDARD PARTS REFER TO CATALOG 927-0253 __ KEY NO. 

OPTIONAL groups in catalog are listed by group no. below when used. 


2751.J 


PART NO. QTY. 


DESCRIPTION 


PART NO. QTY. 


DESCRIPTION 


Group - 6 

Group - 32 


Flywheel Charging Alternator 
(Pheion) 

Spin On Oil Filter 


llG~1860 
SIS-0202 
134-2621 

134-2734 
134-2760 
150-0635 
150-0698 
150-0621 


Block Assembly, Cylinder 
Key, Crankshaft 
Flywheel (Includes (ting 
Gear) 

Housing, Blower 
I lousing. Cylinder Air RH 
Bracket , Governor Am 
Spring, Governor 
Nut, Governor Adjusting 


June 1. 1977 








CCKA-MS 


MODEL 


SPEC. 


T 'T I* ( t 


SUPPLEMENTARY PARTS LIST 900- 43 (par above model and spec.) 
Ports listed below apply to the above model. Use these parts in 
place of ( or in addition to ) the parts listed for Parts K «v 4 
in the standard parts catalog No- 92?-0253_ 


PART NO 


» - ' --- i a^ ; ^a-a ^aa=ggsggss^- 

jOUAN. DESCRIPTION 


MTTK: This Model is Vacu-Flo Cooled 


l10-1904 


104-0906 
>09-0090 
102-038“ 
i, :n-ot>4$ 

123-052' 

501- 0015 ' 

502 - 0020 

149- 0156 

517- 0009 

5 i ?_rtaic 

154-1576 

154-0674 

154-2155 

148-0483 

148-0418 

502-0039 

148-0475 

148-0465 

505-0008 ; 

134-0753 

150 - 1000 ! 

167-1524 
167-1483 i 

166-0403 I 

505-0057 | 

502- 0003 * 

154-0356 j 

154-0781 i 

507-0059 

518- 0006 

503- 0398 
150-0979 

ini nC4 \ I 

141-0647 

141-0653 

141-0652 

Dated-. *J*L 7 ± 


l 

l 

l 

i 

i 

4 

1 

1 

t 

1 

! 

1 

1 

1 

T 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 


1 

1 


Block Assembly, Cylinder {Includes Bearings, 
Guides and Seats) 

Crankshaft 


- l 
Jva i 


n-_ i 

v#* r 


1 

i S V V 


Base, Oi 1 

Intake, Oil Pump 

Cap fi Indicator Oil Fill 

Line, Oil 

Elbow, Street 

Hole Cover Fuel Pump 

Button, Dot 

Button, Dot 

Housing, Blower 

Housing, Cylinder Air - It/Hand 
Scroll, Blower Housing 


Vaporizer 
Vaporizer, Gas 
Elbow, Inverted Male 
Line, Fuel 
Regulator, LPG Gas 
Plug, Slotted 
Wheel, Blower 
Ana, Governor 
Cable, Hi Tension 
Cable, Hi Tension 
Bracket, Coil 5 Resistor Mtg. 

Plug Square Head 
Connector, Inverted Male 
Manifold, Intake 
Manifold, Exhaust 
Elbow, Inverted 
Clip 

Clamp, Air Cleaner 
Rod Governor Control 

Alternator - Component Listed in Parts Catalog 
as Optional Equipment 
Carburetor Propane 
Kit, Repair 
Kit, Gasket 


Ravisad 


Page_i_ of—L_ 






CCK-MS 


2756*) 


SPECIAL PARTS LIST FOR MODEL __IZII_ SPEC _ _ 

FOR STANDARD PARTS REFER TO CATALOG 927-0255 KEY NO. _JL 

_OFTiOHAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED._ 


PART NO. OTY. DESCRIPTION PART NO. QTY. DESCRIPTION 


Group -1 


110-2358 

110-1000 

104-0601 

134-0599 

510-0015 

112- 0073 

113- 0089 
110-1037 
110-0904 

509- 0013 
120-0439 

102- 0392 
5ZO-0H9 
104-0091 

103- 0282 

510- 0008 
ISO-0620 
ISO-0377 
518-0129 
S1Q-0019 
150-0159 
123-0548 
123 - 0^6 
&3-0092 
160-1205 

160-0638 

309-0064 

502-005 8 

502- 0175 

134-1740 

508-0001 

517-0112 

334-0028 

142-0440 

154-1137 

154-6360 

145-0439 

503- 0280 

140-0211 

134-0538 

503-0479 

503-0170 

503-0107 

515-0094 

$15-0006 


High Profile Breaker Bex 


1 Block Assembly, Cylinder- 

Includes Breather Tube 

2 Insert, Intake Valve Scat 

1 Crankshaft 

1 Clip-Rear Bearing Plate 

5 Ball, Fly-Governor 

2 Piston and Pin 

2 Ring Set, Piston 

2 Valve, Intake 

4 Rotocap, Valve Spring Ret nr. 

1 Seal, Oil-Gear Cover 

1 Cup, Oil Puan Intake 

1 Base, Oil 

4 Stud-Oil Base to Block 

4 Nut-Oil Base to Block 

1 Gearcover Asseably-Coaplete 

1 Bearing, Needle-Lower 

1 Yoke, Governor Shaft 

1 Shaft and *vm Asseably, Gov. 

1 Ring, Governor Yoke Retaining 

1 Bearing-Bal1-Gear Cover 

1 Bracket, Governor Spring 

1 Cap and Indicator, Oil Fill 

I Tube, Oil Fill 

1 Gasket-Oil Fill Tube 

1 Box Assembly, Breaker-coa* 

plete 

1 Point Set 

1 Switch, Oi-1 Pressure 

1 _ IT fli I_I 1** 

X 16c h w 11 wlflE 

1 Adapter, Oil Line-Block to 

Tee 

1 Housing, Blower 

2 Groaaet-Blower Housing 

1 Plug, Plastic-Blower Housing 

1 Lead-Blower Housing-4 1 Wire 

1 *Carburetor 

1 Manifold, Exhaust 

2 Gasket-Exhaust Manifold 

1 Inlet, Carburetor Air 

1 Clasp-Inlet to Air Cleaner 

Sleeve 

1 Sleeve, Air Cleaner Hose 

1 Housing, Cylinder Air-R.H. 

i Hose, Breather 

1 Clasp-Breather Tube to Inlet 

1 CLaap-Inlet to Carburetor 

1 Key-Stub Shaft 

TitnA I . 1Q77 


142-0404 1 *Kit, Repair 

142-0241 1 *Fly, Choke 

142-0192 1 * Shaft, Choke 

142-0459 1 «Valve and Seat Assertlv 

* - Saae as standard caiburetor except 
parts marked *. 

Parts Not Furnished by Onan 
Starter 
Fuel Puap 
Sbnual Choke 
Flywheel 
Air Cleaner 

Ignition Coil and l,e.«d: 


1 



SPECIAL PARTS LIST FOR MODEL CCKA-MS _ SPEC 2757J _„ 

FOR STANDARD PARTS REFER TO CATALOG 927-02S5 KEY NO. _ 1 


OPTIONAL GROUPS IN CATALOG ARE LISTED SY GROUP NO. SELOW WHEN USED. 


[part no, 

QTY. 

DESCRIPTION 

PART NO. 

QTY. DESCRIPTION 


..r 


- r ---— 

-,-—,- 

Group - *> 


Alternator * Top Mounted 

304-0014 

2 hasher. Centering 

Group - 20 


Gasoline Carburetor 

304-0610 

1 Support, Terminal 



Adjustable Jet 

167-0241 

2 Spark Plug 

I 10- i9Gi 

i 

Block Assembly. Cylinder 



1 Itl -0090 

> 

Seal, Valve Stem Oil 

* Sane as standard starter using 

110-18?" 

y 

Guide, Valve 

key 2 

and 4, Spec G and H. 

113-015? 

1 

R i ng Set, Pis ton 



0 Jl ft 

1IM - \T\f\rr* 

ii 

Crankshaft 

Farts Sot 

Furnished by Onan 

H»2*D38' J 

E 

Base. Oi1 


Manual Choke 

1-3-05OS 

3 

lube. Oil Fill 


Governor Control 

i:s-ns?r 

! 

Cap & Indicator, Oil Fill 



jot- mi 15 


Line. Oil 



502-0020 

t 

Elbow, Street 




T- 

t 

Brackc*. Fitting 



505*0057 

T 

Plug, - Tee 



502-0003 

t 

Connector, Inverted Male 



518-0176 

1 

clip 



125-0129 

E 

Tube. Breather 



i40- 0^5* 

r 

■ 

Cleaner, Air 



5113- -V. ,7 

I 

Clamp, Msii- 



! 23-0 U** 

! 

Valve, Breather Cap 



123-00'5 

* 

4 

Cap, It ather 



140-04., 9 

1 

Brack; Breather Mounting 



140-0171 

« 

: t rv , Breather 



154-1576 

i 

Hctsing. Blower i 



154-0674 

i 

Housing, Cylinder Air «H 



104-0502 

i 

iiywhee1 



154-0735 

i 

Blower Mhecl 



150-1000 

i 

An, Governor 



517-0009 

i 

Button , Dot 



S17-0035 

i 

Bui ton. Dot 



517-0021 

2 

Button, Dot 



149-0611 

1 

Line, Fuel 



154-0356 

J 

Manifold, Intake 



154-0781 

it 

i 

Han* foId , Exhaust 



502-0002 

i 

Elbow, Inverted Male 



502-0020 

i 

Elbow, Street 



134-2154 

l 

Scroll, Blower Housing 



134-2956 

i 

Guard, Blower Scroll 



191-0511 

l 

Starter * 



134-0670 

i 

Baffle, Air 



166-0403 

l 

Bracket, Coil § Resistor 





Mounting 



166-0346 

i 

Coil, Ignition 



304-0060 

l 

Resistor 



503-0514 

l 

Clamp, Coil 



167-1524 

l 

Lead, Hi Tension 



167-1483 

l 

Lead, Hi Tension 




.Itmp 

1. 1077 


1 i 



900-0043 

Supplementary Parts List 

for 


Model a v*** ...Spec... 

Standard Parts Catalog_ 9 —*— _Parts Key , 

Parts Listed Below Apply to the Above Model. Use These Paris tn Place of (or in 
Addition toi the Parts Listed in the Standard Parts Catalog. 


OUAN. 


DESCRIPTION 


MITT: Pii*=> Model has ,;i l ; Volt ■ 5F Vmp Alternator 


101- oit: 

1 02 - or?; 

I 

125-0694 
t54-0356 
142-0451 

155-0839 
154-0360 
153 - 0356 
153-0249 
SIS-0IT6 
134-2896 
134-0825 
134-2791 
150-0698 
191-0572 
1 91-0537 
191-0535 
511-0051 


t I Block As scab 1 y , Cylinder {Includes Bear) ngs , 

Guides t| Seats 1 
t Crankshaft 

I Base, OiI 

1 Cup. Oil Pump Intake (Includes Cun, Screen fi Pipe) 

I Cap and Indicator, Oil Till 

1 Manifold, Intake 

I Carburetor (Complete breakdown in Parts Catalog 

Carburetor Chart) 

1 Muffler 

2 Gasket, Muffler Mounting 

I Bracket, Governor Linkage 

1 I Bracket, Choke 

1 (Min DiittL o I *> 

1 Housing, Blower 

1 Mhecl. Blower {Includes King Gear) 

1 [ Housing, Cylinder Air - K/SI and 

I Spring, Governor 

I Alternator tl 2 Volt - 55 Amps 

I bracket. Alternator Mounting - Left/Sidc Mounting 

I Bracket, Alternator Mounting - Right/Side Mounting 

1 Belt, Alternator - Left Side Mounting 











CCKA-MS 


2762J 


MODEL_ SPEC_ 

SUPPLEMENTARY PARTS LIST 900- 43 (per above mode! and spec.) 
Parts listed below apply to the above model. Use these parts in 
place of ( or in addition to ) the parts listed for Parts Key 4 
in the standard parts catalog No — 927-0253 ,■_ 


PART NO. 


I 10-0915 

104-0872 

102-07S6 

120-0648 

123-0764 

i??_n7Qi 

* s v t ^ 

502- 0058 
309-0010 
134-2795 
134-2791 
134-1725 
154-0356 
154-0572 
153-0223 
140-0736 

503- 0464 
503-0280 
140-0231 


t . I ' 

OUAN. 


NOTH: 


DESCRIPTION 


This Model has Vacu-Flo Cooling 


1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

2 

1 


Block Assembly, Cylinder (Includes Bearings, Guide 
and Seats) 

Crankshaft 
Base, Oil 

Intake, Oil Pump (Includes Cup, Screen 8 Pipe) 

Cap 6 Indicator, Oil Fill 

Tube, Oil Fill 

Tee, L0PK0 

Switch, - LOPKO 

Housing, Blower 

Housing, Cylinder Air R/Hand 

Scroll, Blower Housing 

Manifold, Intake 

Man!fold. Exhaust 

Choke, Sisson 

Cleaner, Air 

Hose, Air Cleaner 

Clamp, Hose - Air Cleaner 

Inlet, Air - Air Cleaner 


n-..J 9/27/74 


D AUIC P/l 


P rtd£% 


1 


of 


1 



SPECIAL PARTS LIST FOR MODEL CCK-MS _ SPEC 2763J 

FOR STANDARD PARTS REFER TO CATALOG 927-0253 _ KEY NO. 

OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO. QTY. 


DESCRIPTION 


PART NO. 


DESCRIPTION 


Group - 


12 V 20 A Alternator 


134-2S24 

332-0556 

532-1497 


Guard, Flywheel Capscrew 
Connector - Stator 
Terminal - Stator 




CCK-MS 


2767J 


SPECIAL PARTS LIST FOR MODEL _SPEC _ 

FOR STANDARD PARTS REFER TO CATALOG 927-0253 KEY NO. 

OPTIONAL GROUPS IN CATALOG ARE LISTEO BY GROUP NO. BELOW WHEN USED. 


PART NO. QTY, 


110-2358 1 

110-1000 2 

104-0601 1 

134-0599 1 

510-0015 5 

112- 0073 2 

113- 0089 2 

110-1037 2 

123-0286 1 

120-0439 1 

102-0635 1 


DESCRIPTION 

Block Assembly, Cylinder- 
Includes Breather Tube 
Insert, Intake Valve Seat 
Crankshaft 

Clip-Rear Bearing Plate 
Bali, Fly -Governor 
Piston and Pin 
Ring Set, Piston 
Valve, Intake 
Cover, Oil Fill-Oil Base 
Cup, Oil Pump Intake 
Base, Oil 


PART NO. QTY. 

134-0588 1 
515-0094 2 
515-0006 1 
110-0904 4 


DESC RIPTION _ 

Housing, Cylinder Air-R.H 
Key-Flywheel 

Key-Stub Shaft 

Rotocap, Valve Spring Ret 


Parts Not Furnished By Onan: 
Starter 
Fuel Pump 
Manual Choke 
Flywheel 


520-0119 4 Stud-Oil Base to Block I Air Cleaner 

104-0091 4 Nut-Oil Base to Block Ignition coil and Leads 

516- 0011 2 Pin, Gearcase Align 

103-0282 1 Gearcover Assembly-Complete 

510-0008 1 Bearing, Needle-Lower 

150-0620 1 Yoke, Governor Shaft 

150-0377 1 Shaft and Arm Assembly, 

Governor 

518-0129 1 Ring, Governor Yoke Retaining * - Same as standard carburetor except 

510-0019 1 Bearing-Ball-Gear Cover parts marked #. 

509-0013 1 Seal, Oil-Gear Cover 

150-0159 1 Bracket, Governor Spring 

123-1060 1 Cap and Indicator, Oil Fill 

123-0209 1 Tube, Oil Fill 

123-0092 2 Gasket-Oil Fill Tube 

160-1139 1 Box Assembly, Breaker-Com¬ 

plete 

160-0638 1 Point Set 

309-0064 1 Switch, Oil Pressure 

134^-1740 1 Housing, Blower 

508-0001.2 Grommet, Blower Housing 

517- 0112 1 Plug, Plastic-Blower Housing 

334-0028 1 Lead-Blower Housing-4' of 

Wire 

142-0440 1 *Carburet,or 

154-1225 1 Manifold, Exhaust-Includes 

Bracket 

154-0360 2 Gasket-Exhaust Manifold 

145-0439 1 Inlet, Carburetor Air 

503-0170 1 Clamp-Breather Tube to Inlet 

503-0479 1 Hose, Breather 

503-0107 1 Clamp-Inlet to Carburetor 

503-0280 1 Clamp-Inlet to Air Cleaner 

Sleeve 

140-0211 1 Sleeve, Air Cleaner Hose 

142-0404 1 #Kit, Repair 

142-0241 1 #Fly, Choke 

142-0192 1 #Shaft, Choke 

142-0459 1 ffValve and Seat Assembly 


.limp 1 . 1977 


1 


1 



SPECIAL PARTS LIST FOR MODEL 


CCKA-S 


_ SPEC . 

FOR STANDARD PARTS REFER TO CATALOG 927-0253 


2769J 


KEY NO. 


OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO. 

QTY. 

DESCRIPTION 

Group - 20 


— 

Gasoline Carburetor Adj. 

Group - 26 


Variable Speed Control 

110-2358 

1 

Block Assembly, Cylinder- 
Includes Breather Tube 

110-1000 

2 

Insert, Intake Valve Seat 

104-0882 

1 

Crankshaft 

517-0048 

1 

Plug, Expansion 

510-0015 

10 

Ball, Fly —Governor 

105-0238 

1 

Camshaft - Includes Center 

Pin 

113-0088 

2 

Ring Set, Piston 

120-0400 

1 

Cup, Oil Pump Intake 

102-0402 

1 

Base, Oil 

503-0744 

1 

Line, Fuel Pump to Carburetor 

123-0489 

1 

Cap and Indicator, Oil Fill 

150-0988 

1 

Extension, Governor Arm 

160-0937 

1 

Flywheel 

134-0798 

1 

Support, Blower Housing 

518-0178 

1 

Clip, Blower Housing Support 

134-2946 

1 

Housing, Blower 

515-0006 

1 

Key, Stub Shaft 

154-0688 

1 

Manifold, Intake 

150-1023 

1 

Stud, Speed Adjusting 

152-0212 

1 

Bracket Control Arm Assy- 
Complete 

152-0211 

1 

Lever, Adjusting 

152-0213 

1 

Plate, Adjusting 


PART NO. OTY. 


DESCRIPTION 




150-1475 

1 

Kit, Vacuum Speed Booster 
Replacement (Includes Par 
Marked *) 

150-0430 

1 

Bracket, Spring to Govern' 
Link 

150-1474 

1 

♦Diaphragm Replacement Kit 
(Includes Parts Marked +) 

150-0668 

1 

+Gasket, Diaphragm Plate 

150-0425 

1 

♦Gasket, Booster to Manifo 

15Q-0475 

1 

♦Spring, Internal 

150-0376 

1 

♦Bracket, Internal Spring 
Adjusting 

516-0Q39 

1 

♦Pin, Cotter-Adjusting Bra 

150-Q666 

1 

♦Plate, Diaphragm 

516-0085 

1 

♦Pin, Diaphragm Lever Pivo 


1 

♦Housing, Vacuum Booster 
(Not Sold Separately) 


1 

♦Cover, Vacuum Booster (No 
Sold Separately) 

150-Q475 

1 

♦Spring, External 

815-Q148 

4 

♦Screw, Slotted Hex Head 
(#8-32 x 7/8") 

853-0008 

2 

Washer, Lock-ET (#10) 

813-0111 

2 

Screw, Machine-Round Head 
(#10-32 x 2-1/4") 

* Included 

in 

Vac iin Speed Booster 

Replacement 

Kit 

+ Included 

in 

Diaphragm Replacement Kit 


Parts not furnished by Onan 
Spark Advance Mechanism 



SPECIAL PARTS LIST FOR MODEL CCKA ~ MS _SPEC --— 

FOR STANDARD PARTS REFER TO CATALOG 927-0253 _ KEY NO. 

OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


2772J 


PART NO. QTY. 


Group - 28 


134-2878 

155-1083 

154-0360 

150-1000 

515-0202 


DESCRIPTION 


Top Mounted Engine Control 


Housing Blower 
Muffler, Exhaust 
Gasket, Exhaust 
Arm, Governor Extension 
Key, Crankshaft 


PART NO. QTY. 


DESCRIPTION 





SPECIAL PARTS LIST FOR MODEL CCKA - M F _SPEC 2775J _- 

FOR STANDARD PARTS REFER TO CATALOG 927-0253 KEY NO. 
OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 



Group - 28 
Group - 31 


134-2878 1 

155-1083 1 

501- 0203 1 

502- 0020 1 

150-1000 1 

515-0002 1 

134-2824 1 


DESCRIPTION PART NO. QTY. DESCRIPTION 


Top Mounted Engine Control 
Clutch 


Housing* Blower 
Muffler, Exhaust 
Line, Oil 
Elbow, Street 
Arm, Governor Extension 
Key, Wheel 

Guard, Flywheel Screw 




SPECIAL PARTS LIST FOR MODEL CCK-MS _ SPEC 2774J . 


FOR STANDARD PARTS REFER TO CATALOG_o rr-fm* KEY NO. 

OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO. 

QTY. 

DESCRIPTION 

110-2358 

1 

^Block Assembly, Cylinder-In- j 
eludes Breather Tube 

110-1000 

2 

Insert, Intake Valve Seat 

104-0601 

1 

Crankshaft 

134-0599 

1 

Clip-Rear Bearing Plate 

510-0015 

5 

Ball, Fly-Governor 

112-0073 

2 

Piston and Pin 

113-0089 

2 

Ring Set, Piston 

110-1037 

2 

Valve, Intake 

110-0893 

4 

Washer, Valve Spring Retainer 

123-0286 

1 

Cover, Oil Fill-Oil Base 

520-0119 

4 

Stud-Oil Base,to Block 

104-0091 

4 

Nut-Oil Base to Block 

516-0011 

2 

Pin, Gearcase Align 

103-0282 

1 

Gearcover Assembly-Complete 

510-0008 

1 

Bearing, Needle-Lower 

150-0620 

1 

Yoke, Governor Shaft 

150-0377 

1 

Shaft and Arm Assembly,. 
Governor 

518^0129 

1 

Ring, Governor Yoke Retaining 

: 510-0019 

1 

Bearing-Ball-Gear Cover 

509-0013 

1 

Seal, Oil-Gear Cover 

150-0159 

1 

Bracket, Governor Spring 

110-0884 

1 

Head, Cylinder-#2 Cylinder-'. 

R.H. 

110-0883 

1 

Head Cylinder-#! Cylinder— 

L.H. 

123-1060 

1 

Cap and Indicator,Oil Fill 

123-0209 

1 

Tube,. Q_il Fill 

123-0092 

2 

Gasket-Oil Fill Tube 

160-1139 

1 

Box Assembly, Breaker- 



Complete 

160-0638 

1 

Point Set 

309-0064 

1 

Switch, Oil Pressure 

134-1740 

1 

Housing, Blower 

508-0001 

2 

Grommet-Blower Housing 

517-0112 

1 

Plug, Plastic-Blower Housing 

334-0028 

1 

Lead-Blower Housing -4* of 
Wire 

154-0360 

2 

Gasket, Exhaust Manifold 

154-0552 

1 

Manif 0 Id,Exhaust 

148-0361 

1 

Tube-Gas Inlet 

134-0588 

1 

Housing, Cylinder Air-R.H. 

145-0439 

1 

Inlet, Carburetor Air 

i?03-0280 

1 

Clamp-Inlet to Air Cleaner 


Sleeve 


PART NO. QTY. 

1 140-0211 1 

503-0107 1 

503-0170 1 

503-0479 1 

515-0006 1 

r 1 r nnn a O 

DlJ"UVJ*t 4+ 

102-0635 1 


DESCRIPTION 

Sleeve, Air Cleaner Hose - " 
Clamp-Inlet to Carburetor 
Clamp-Breather Tube to In 
Hose, Breather 
Key-Stub Shaft 

V C 1 lrttth oal 

“I xj nli^CX 

Base, Oil 


Parts Not Furnished by Onan 
Starter 
Flywheel 
Air Cleaner 

Ignition Coil and Leads 
Carburetor 


June 1,1977 


1 


1 






2778J 


SPECIAL PARTS LIST FOR MODEL _I_ SPEC 

FOR STANDARD PARTS REFER TO CATALOG 927-0253 KEY NO. 

OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO. 

QTY. 

DESCRIPTION 

PART NO. 

QTY. DESCRIPTION 

Group - 26 


1- 

Variable Speed Control 

“1- 


-| 

110-2358 

1 

Block Assembly, Cylinder- 

150-1475 

1 

Kit, Vacuum Speed Boosi 



Includes Breather Tube 



Replacement (Includes 1 

110-1000 

2 

Insert, Intake Valve Seat 



marked *) 

104-0882 

1 

Crankshaft 

150-0430 

1 

Bracket, Spring to Gov< 

517-0048 

1 

Plug, Expansion 



Link 

510-0015 

10 

Ball, Fly - Governor 

150-1474 

1 

*Diaphragm Replacement i 

L05-0238 

1 

Camshaft - Includes Center 



(Includes Parts Marked 



Pin 

150-0668 

1 

■►Gasket, Diaphragm Plat' 

113-0088 

2 

Ring Set, Piston 

150-0425 

1 

■►Gasket, Booster to Man: 

110-0893 

4 

Washer, Valve Spring Retainer 

150-Q475 

1 

*Spring, Internal 

102-0782 

1 

Base,Oil 

150-0376 

1 

♦Bracket, Internal Sprii 

150-0988 

1 

Extension, Governor Arm 



Adjusting 

1 H T 1 1 a n 

A A A*t ^ 

1 

Tube, Oil Fill 

516-0039 

. 1 

*Pin, Cotter-Adjusting 

134-2935 

1 

Housing, Blower 

150-0666 

1 

♦Plate, Diaphragm 

332-0051 

1 

Clip, Mounting - Switch Leads 

516-0085 

1 

♦Pin, Diaphragm Lever P 



to Housing 


1 

♦Housing, Vacuum Booste 

308-0355 

1 

Switch, Start-Stop- 



(Not sold separately) 



Includes Leads 


1 

♦Cover, Vacuum Booster 

308-0356 

1 

Guard, Start-Stop Switch 



sold separately) 

154-1639 

1 

Manifold, Intake 

150-0475 

1 

♦Spring, External 

142-0436 

1 

** Carburetor 

815-0148 

4 

♦Screw, Slotted Hex Hea 

167-0229 

1 

Support, Plug Cable - 



(#8-32 x 7/8") 



Vacuum Booster 

853-0008 

2 

Washer, Lock-ET (#10) 

148-0755 

1 

Pipe, Fuel - Carburetor 

813-0111 

2 

Screw, Machine-Round H 

502-0063 

1 

Nut, Carburetor Fuel Pipe 



(#10-32 x 2-1/4") 

505-0008 

1 

Plug, Intake Manifold 

* Included 

in 

Vacuum Speed Booster 




Replacement 

Kit 

166-0628 

I 

Bracket, Coil Mounting 

+ Included 

in 

Diaphragm Replacement Kit 

515-0006 

1 

Key, Stub Shaft 




150-1023 

1 

Stud, Speed Adjusting 

** Same as 

carburetor listed in Group 18 

152-0212 

1 

Bracket and Control Arm 

except parts 

marked #. 



Assembly - Complete 




152-0211 

1 

Lever, Adjusting 

Parts not furnished by Onan 

152-0213 

1 

Plate, Adjusting 

Spark Advance Mechanism 

142-0371 

1 

#Kit, Repair 




142-0205 

1 

#Sleeve Assembly, choke 




142-0370 

1 

#Nut and Jet, Nozzle 




813-0103 

1 

#Screw, Throttle Stop Lever 






Mounting Machine Rd. Hd. 
CX0-32 x 3/4") 





1 


1 



CCK-MS 


2779.J 


nnr-,., _ _ _ tA.K-MO i < > =>■’ 

SPECIAL PARTS LIST FOR MODEL_ SPEC __ 

FOR STANDARD PARTS REFER TO CATALOG 927-0253 KEY NO. 2 _ 
_OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO. QTY. 


120-0413 

102-0556 

520-0126 

104-0091 

149-0136 

510-0019 

502-0003 

123-0521 

110-0883 


DESCRIPTION 


PART NO. QTY. 


DESCRIPTION 



110-0884 

1 

Head, Cylinder -#2 Cylinder 
R.H. 

123-0880 

1 

Cap and Indicator, Oilfill 

123-0896 

1 

Tube, Oil Fill 

123-0092 

1 

Gasket, Oil Fill Tube 

160-1205 

1 

Box Assembly, Breaker-Com¬ 
plete 

160-0638 

1 

X 

rOlIVt" Set 

515-0094 

1 

Key-Flywheel 

502-0019 

1 

Elbow-Governor Oil Line 

151-0270 

1 

Governor 

150-0104 

1 

Gasket-Governor 

120-0102 

1 

Line, Oil-Governor 

134-0728 

1 

Housing, Blower 

508-0001 

1 

Grommet-Blower Housing 

193-0005 

1 

Gauge, Oil Pressure 

502-0055 

1 

Elbow-Oil Pressure Gauge 

501-0007 

1 

Line,Oil-FIex-Oil Pressure 



Gauge 

134-0832 

1 

Baffle-Blower Housing 

154-0360 

2 

Gasket, Exhaust Manifold 

148-0361 

1 

Tube-Gas Inlet 

516-0036 

2 

Pin, Cotter-Governor 

150-0122 

1 

Link, Governor 

154-0988 

1 

Manifold, Exhaust 

134-0731 

1 

Housing, Cylinder Air-L.H. 



CCKA-MS 


SptuiAL PARTS LIST FOR MODEL 


SPEC 2781J 


[part no. 

i_ 


FOR STANDARD PARTS REFER TO CATALOG 927-0253 KEY NO. _ 
OPTIONAL GROUPS IN CATA LOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 

QTY. DESCRIPTION PART NO. QTY. DESCRIPTION 

-,-rn- 1 ----- 


4 


Group - 4 Flywheel Charging Alternator 

(Syncro) 


134-2824 1 Guard, Flywheel Screw 

134-2887 1 Flywheel (Includes Ring Gear]) 

515-0202 1 Key, Crankshaft 


t n -t-j 


1 


1 



SPECIAL PARTS LIST FOR MODEL 


SPEC 


2783J 


FOR STANDARD PARTS REFER TO CATALOG 


9,27-0353- 


KEY NO. 


OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO. 

QTY 

DESCRIPTION 

Group - 8 


Alternator. LS Mounted 

Group - 19 


Gas Carburetor 

102-0791 

1 

Base, Oil 

134-0675 

1 

Flywheel (Includes Ring Gear) 

104-0369 

1 

Screw, Flywheel Mounting 
(Special) 

150-0159 

1 

Bracket, Governor Spring 

134-2896 

1 

Housing, Blower 

134-2941 

1 

Housing, Cylinder Air RH 

142-0472 

1 

Carburetor 

148-0147 

1 

Pipe, Fuel 


PART NO. 


QTY. 


DESCRIPTION 











SPtClAL PARTS LIST FOR MODEL 


CCK-MS 


SPEC 


2785J 


FOR STANDARD PARTS REFER TO CATALOG Q9?_n?^ _ KEY NO. 2 

OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO. QTY. 


DESCRIPTION 


PART NO. QTY. 


DESCRIPTION 


T 


Group - 1 


High Profile Breaker Box 

123-0861 

1 

Tube, Oil Fill 

Group - 25 


Rectangular Air Cleaner 

123-0092 

1 

Gasket, Oil Fill Tube 




160-1205 

1 

Box Assembly, Breaker- 






Complete 

110-1469 

i 

Block Assembly, Cylinder 

160-0638 

1 

Point Set 

110-1000 

2 

Insert, Intake Valve Seat 

815-0330 

2 

Screw-Breaker Box Mountir 

101-0387 

1 

Plate, Bearing 

850-0160 

2 

Washer, Lock-Breaker Box 

516-0160 

2 

Pin, Dowel -Oil Base 



Mounting 

104-0275 

1 

Crankshaft 

309-0064 

1 

Switch, Oil Pressure 

110-1283 

1 

Cover-Camshaft opening in 

515-0006 

1 

Key-Stub Shaft 



Block 

515-0094 

2 

Key-Flywheel 

134-0599 

1 

Clip-Rear Bearing Plate 

502-0058 

2 

Tee-Oil Line 

SPARK ADVANCE 

MECHANISM GROUP-INDICATED 

502-0030 

1 

Connector, oil line-Invei 

WITH AN*. 





Male 

160-0727 

1 

*Spring 

501-0004 

1 

Line, Oil 

160-0999 

1 

*Retainer 

134-1855 

1 

Housing, Blower 

518-0185 

2 

*Ring, Retaining 

193-0147 

1 

Gauge, Oil-Includes Brad 

160-0790 

2 

*Weight Assembly-Includes Pins 

502-0005 

1 

Elbow-Oil Gauge 

160-0791 

1 

*Cam-Includes Pins 

336-2071 

1 

Lead-Blower Housing 

516-0144 

4 

*Pins, Roll 

508-0001 

1 

Grommet-Blower Housing 

516-0146 

2 

*Pin,Groove 

870-0171 

4 

Nut, Plastic-Blower Housi 

105-00d) 

1 

*Gear, Timing 

167-0081 

2 

Plug, Spark 

515-0001 

1 

*Key, Camshaft Gear Mounting 

154-1029 

1 

Manifold, Intake 

105-0233 

1 

*Camshaft-Includes Spark 

154-0360 

2 

Gasket, Exhaust Manifold 



Advance Mechanism Pins 

154-0912 

1 

Manifold, Exhaust 

112-0073 

2 

Piston and Pin 

516-0157 

2 

Pin, Cotter-Linkage 

113-0089 

2 

Ring Set, Piston 

150-0122 

1 

Link, Governor 

110-1037 

2 

Valve, Intake 

148-0361 

1 

Tube-Gas Inlet 

J10-0893 

4 

Washer, Valve Spring 

503-0004 

1 

Clamp-Sleeve to Air 



Retainer 



cleaner Hose 

120-0439 

1 

Cup, Oil Pump Intake 

503-0551 

1 

Hose-Air Inlet 

102-0563 

1 

Gasket, Oil Base 

503-0769 

1 

Clamp-Cap to Carburetor ] 

134-0832 

1 

Baffle, Air-Blower Housing 

145-0094 

1 

Inlet, Carburetor Air 

102-0562 

1 

Base, Oil 

134-1591 

1 

Housing, Cylinder Air-R.l 

151-0345 

1 

Governor 

140-0994 

1 

Cleaner, Air 

150-0104 

1 

Gasket-Governor 

THE FOLLOWING 

IS A SPECIAL LIST OF CORROS 

502-0019 

1 

Elbow-Governor Oil Line 

RESISTANT 

HARDWARE PARTS 

120-0102 

1 

Line, Oil-Governor 

110-1928 

8 

Screw-Cylinder Head 

103-0037 

1 

Gear Cover Assembly-Complete- 

114-0231 

10 

Screw-Cylinder Head 



Includes Parts Marked + 

526-0191 

18 

Washer, Flat-Cylinder He? 

150-0100 

1 

+Shaft-Idier Gear 

800-0730 

4 

Screw-Gearcase 

150-0101 

1 

+Gear, Idler 

800-0734 

1 

Screw-Gearcase 

150-0116 

1 

+Collar, Governor Idler Stud 

520-0655 

4 

Stud-Oil Base 

509-0013 

1 

♦Seal, Oil 

867-0027 

4 

Nut, Hex-Oil Base 

510-0019 

1 

Bearing-Ball-Gear Cover 

520-0654 

5 

Stud-Rear Bearing Plate 

149-0136 

1 

Cover-Fuel Pump Hole 

867-0025 

5 

Nut, Hex-Rear Bearing Pit 

110-1428 

1 

Head, Cylinder-#2 Cylinder- 

800-0720 

2 

Screw-Vaive Box Cover 



R.H. 

800-0740 

2 

Screw-Intake Manifold 

110-1429 

1 

Head, Cylinder #1 Cylinder- 

800-0710 

2 

Screw-Fill Tube Mounting 



L.ii. 

800-0708 

3 

Screw-Blower Housing 

123-0832 

1 

Cap and Indicator, Oil Fill 

812-0330 

2 

Screw-Governor Mounting 



I iMa t 1 n*7-7 



n _ 1 2 



3PECIAL PARTS LIST FOR MODEL 


CCK-MS 


SPEC 


2785J 


FOR STANDARD PARTS REFER TO CATALOG 927-0253 _ KEY NO. 

OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO. QTY, 


DESCRIPTION 


PART NO. 


OTY. 


DESCRIPTION 


T 


854-0015 

850-0160 

850-0165 

850-0170 

815-0290 

815-0261 


7 Washer-Shakeproof-Cylinder 
Air Housing and Blower 
Housing 

4 Washer, Lock-Oil Fill Tube 
And Governor Mounting 
10 Washer, Lock-Bearing Plate 
And Gear Cover 

6 Washer, Lock-Oil Base and 
Intake Manifold 

2 Screw-L.H. Air Housing and 
Air Cleaner 

2 Screw-R.H. Air Housing 


Parts Not Furnished By Onan 
Starter 

Ignition Coil and Leads 
Carburetor 




June 1, 1977 
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2787J 


SPECIAL PARTS LIST FOR MODEL rnf.Ms . _SPEC 

FOR STANDARD PA RTS REP ER TO CATALOG 927-0255 KEY NO. _z 

OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO. 

QTY. 

DESCRIPTION 

PART NO. 

QTY. 

DESCRIPTION 

Group -1 


T- 

High Profile Breaker Box 

— 1- 

334-0028 

1 

T-~ 

Lead-Blower Housing-4' o: 






Wire 




515-0006 

1 

Key-Stub Shaft 

110-2358 

1 

Block Assembly, Cylinder- 

154-1427 

1 

Manifold, Exhaust-Inciud 



Includes Breather Tube 



Brack e- 

110-1000 

2 

Insert, Intake Valve Seat 

154-1617 

1 

Manifold, Intake 

104-0601 

1 

Crankshaft 

142-0492 

1 

* Carburetor 

134-0599 

1 

Clip-Bearing Plate 

307-1288 

1 

Solenoid, Fuel Shutoff 

510-0015 

5 

Ball, Fly-Governor 

154-0360 

2 

Gasket, Exhaust Manifold 

112-0073 

2 

Piston and Pin 



Mounting 

113-0089 

2 

Ring Set, Piston 

134-0588 

1 

Housing, Cylinder Air-R. 

110-1037 

2 

Valve, Intake 

503-0760 

1 

Hose-Air Intake 

110-0904 

4 

Rotocap, Valve Spring Retain- 

503-0768 

2 

Clamp-Breather Hose 



er 

503-0761 

1 

Hose, Breather 

120-0439 

1 

Cup, Oil Pump Intake 

851-0011 

1 

Washer-Breather Hose to 

102-0392 

1 

Base, Oil 



Air Intake Hos 

104-0091 

4 

Nut-Oil Base to Block 

123-0733 

1 

Tube-Plastic-Breather Ho 

520-0119 

4 

Stud-Oil Base to Block 



to Air Intake Ho 

103-0282 

1 

Gear Cover Assembly-Complete 

503-0280 

1 

Clamp, Hose-Air Intake M 

510-0008 

1 

Bearing, Needle-Lower 



ti 

150-0620 

1 

Yoke, Governor Shaft 




150-0377 

1 

Shaft and Arm Assembly, 






Governor 




518-0129 

1 

Ring, Governor Yoke Retain¬ 

Parts Not 

Furnished by Onan: 



ing 


Starter 

510-0019 

1 

Bearing-Ball-Gear Cover 


Fuel 

Pump 

509-0013 

1 

Seal, Oil-Gear Cover 


Manual Choke 

150-0159 

1 

Bracket, Governor Spring 


Flywheel 

110-0884 

1 

Head, Cylinder-#2 Cylinder- 


Air 

Cleaner 



R.H, 


Ignition Coil and Leads 

110-0883 

1 

Head, Cylinder-#1 Cylinder- 






L.H. 

* - Same as standard carburetor except 

123-0548 

1 

Cap and Indicator, Oil Fill 

parts 

marked 

+ - 

123-0255 

1 

Tube, Oil Fill 




123-0092 

1 

Gasket-Oil Fill Tube 




309-0064 

1 

Switch, Oil Pressure 




160-1205 

1 

Box Assembly, Breaker- 






Complete 




160-0638 

1 

Point Set 




515-0094 

2 

Key-Flywheel 




502-0175 

1 

Adapter-Oil Pressure 




502-0058 

1 

Tee-Oil Pressure 




134-1740 

1 

Housing, Blower 




508-0001 

2 

Grommet, Blower Housing 




c i 7-n i 1 ■? 

± t V ± 

1 

Plug, Plastic-Blower Housing 




142-0565 

1 

+Kit, Repair 




142-0241 

1 

+Fly, Choke 




142-0192 

1 

+Shaft, Choke 




142-0459 

1 

+Valve and Seat Assembly 




142-0474 

1 

+Nut and Jet Nozzle 





SPECIAL PARTS LIST FOR MODEL 


. CCK-MS 


SPEC 


2788J 


FOR STANDARD PARTS REFER TO CATALOG o?7-n?«;s 


KEY NO. 


OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO. 

QTY. 

DESCRIPTION 

PART NO. 

QTY. DESCRIPTION 

Group - 1 


High Profile Breaker Box 

1 

1 




148-0361 

1 Tube, Gas Inlet 




154-0360 

2 Gasket, Exhaust Manifold 




134-0588 

1 Housing,Cylinder Air-R.H. 

110-2^58 

1 

Block Assembly, Cylinder- 

503-0760 

1 Hose-Air Intake 



Includes Breather Tube 

503-0768 

2 Clamp-Breather Hose 

110-1000 

2 

Insert, Intake Valve Seat 

503-0761 

1 Hose, Breather 

104-0601 

1 

Crankshaft 

851-0011 

1 Washer-Breather Hose to 

134-0S99 

1 

Clip-Bearing Plate 


Air Intake Hose 

510-0015 

5 

Ball, Fly-Governor 

123-0733 

1 Tube-Plastic-Breather Ho; 

112-0073 

2 

Piston and Pin 


To Air Intake Hose 

113-0089 

2 

Ring Set, Piston 

503-0280 

1 Clamp- 1 3/4" x 1/2" 

110-1037 

2 

Valve, Intake 



110-0893 

4 

Washer, Valve Spring Retainer 



120-0439 

1 

Cup, Oil Pump Intake 



102-0392 

1 

Base, Oil 

Parts Not 

Furnished by Onan 

104-0091 

4 

Nut-Oil Base to Block 


Flywheel 

520-0119 

4 

Stud-Oil Base to Block 


Ignition Coil and Leads. 

103-0282 

1 

Gear Cover Assembly-complete 


Carburetor 

510-0008 

1 

Bearing, Needle-Lower 



150-0620 

1 

Yoke, Governor Shaft 



150-0377 

1 

Shaft and Arm Assembly, 





Governor 



518-0129 

1 

Ring, Governor Yoke Retain¬ 





ing 



510-0019 

1 

Bearing-Ball-Gear Cover 



509-0013 

1 

Seal, Oil-Gear Cover 



150-0159 

1 

Bracket, Governor Spring 



110-0884 

1 

Head, Cylinder-#2 Cylinder- 





R.H. 



110-0883 

1 

Head, Cylinder-#1 Cylinder 





L.H. 



123-0548 

1 

Cap and Indicator, Oil Fill 



123-0255 

1 

Tube, Oil Fill 



123-0092 

1 

Gasket-Oil Fill Tube 



160-1205 

1 

Box Assembly, Breaker- 





Complete 



160-0638 

1 

Point Set 



515-0094 

; 2 

Key-Flywheel 



309-0064 

1 

Switch, Oil Pressure 



502-0175 

1 

Adapter-Oil Pressure 



502-0058 

1 

Tee-Oil Pressure 



134-1740 

1 

Housing, Blower 



508-0001 

2 

Grommet, Blower Housing 



517-0112 

1 

Plug, Plastic-Blower Housing 



334-0028 

1 

Lead-Blower Housing -4' of 





Wire 



154-1427 

1 

Manifold, Exhaust 



167-0229 

1 

Clip, Cable 
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e*r»rr/-» CCK-MS 2789J 

SPECIAL PARTS LIST FOR MODEL _ SPEC_ 

FOR STANDARD PARTS REFER TO CATALOG 927-0253 KEY NO. 2 
OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO. 

QTY. 

DESCRIPTION 

PART NO. 

QTY. 

DESCRIPTION 

Group - 1 


T - 

High Profile Breaker Box 

-]-- 


1 

Group -25 


Rectangular Air Cleaner 




110-2554 

1 

Block Assembly, Cylinder-In- 

193-0005 

1 

Gauge, Oil Pressure 



eludes Breather Tube 

502-0055 

I 

Elbow-Oil Pressure Gauge 

110-1000 

2 

Insert, Intake Valve Seat 

501-0007 

1 

Line, Oil-Flex-Oil Pressi 

104-0275 

1 

Crankshaft 



Gauge 

134-0599 

1 

Clip-Bearing Plate 

134-0832 

1 

Baffle-Blower Housing. 

515-0094 

1 

Key-Flywheel 

154-0360 

2 

Gasket, Exhaust Manifold 

105-0030 

1 

Gear, Timing-Camshaft 

150-0122 

1 

Link, Governor 

105-0156 

1 

Camshaft 

516-0157 

1 

Pin, Cotter-Governor 

112-0073 

2 

Piston and Pin 



Linkage-Stainless Stee: 

113-0089 

2 

Ring Set, Piston 

516-0036 

1 

Pin, Cotter-Governor Linl 

110-1037 

2 

Valve, Intake 

148-0361 

1 

Tube-Gas Inlet 

110-0893 

4 

Washer, Valve Spring Retainer 

155-0914 

1 

Muffler 

120-0413 

1 

Cup, Oil Pump Intake 

134-0730 

1 

Housing, Cylinder Air-R.l 

1 f\r r /■ 

JLUZ-U^DO 

1 

Base, Oil 

134-0731 

1 

Housing, Cylinder Air-L.l 

520-0126 

4 

Stud-Oil Base Mounting 

140-0776 

1 

Cleaner, Air 

104-0091 

4 

Nut-Oil Base Mounting 

145-0224 

1 

Inlet, Carburetor Air 

103-0037 

1 

Gear Cover Assembly-Complete- 

123-0073 

1 

Cap, Breather Tube 



Includes Parts Marked * 

515-0006 

1 

Key-Stub Shaft 

150-0100 

1 

*Shaft, Idler Gear 




150-0101 

' 1 

*Gear, Idler 




150-0116 

1 

*Collar, Idler Stud 

Parts not 

Furnished by Onan 

509-0013 

1 

*Seal, Oil-Gear Cover 


Starter 

510-0019 

1 

Bearing-Ball-Gear Cover 


Carburetor 

123-0521 

1 

Tube, Breather 




149-0136 

1 

Cover-Fuel Pump Hole 




1.10-0884 

1 

Head, Cylinder-#2 Cylinder- 






R.H. 




110-0883 

1 

Head,. Cylinder-#! Cylinder- 






L.H. 




: 123-0828— 

—a... 

....^Cap-and Indicator, Oil. Fill 




123-0861 

l 

Tube, Oil Fill 




123-0092 

. i 

Gasket-Oil Fill Tube 




160-1097 

i : 

Box:Assembly, Breaker- 






Complete 




160-0638 

l 

Point Set 




: 160-0929 

i 

Bushing, Guide 




151-0270 

l 

Governor 




150-0104 

l 

.Gasket, Governor 




120-0102 

l 

Line, Oil-Governor 




502-0058 

l 

Tee-Oil Line-Governor 




502-0030 

i 

Connector, Oil Line-Inverted 






Male-Governor 




502-0019 

. l 

Elbow, Oil Line-Governor 




134-0728 

l 

Housing, Blower 




508-0001 

l 

Grommet-Blower Housing 





June 1,1977 



1 1 


SPECIAL PARTS LIST FOR MODEL 


CCKA-MS 


FOR STANDARD PARTS REFER TO CATALOG 


_ SPEC 

927-0253 


2790J 

KEY NO. 


4 


_ OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 

PART NO. QTY. DESCRIPTION PART NO. OTY. DESCRIPTION 

,-j—i- - I - 


Group - 34 


Vacu-Flo Cooling 

1X0-1516 

1 

Block Assembly, Cylinder 

110-1037 

2 

Valve, Intake 

110-0904 

2 

Rotocap, Intake Valve 

309-0010 

1 

Switch, LOPKO 

166-0519 

1 

Bracket, Timing 

123-0129 

1 

Tube, Breather 

123-0104 

1 

Valve, Breather 

503-0004 

1 

Clamp, Hose 

503-0107 

1 

Clamp, Hose 

104-0302 

1 

Flywheel 

167-0242 

2 

Plug, Spark 

517-0009 

1 

Button, Dot 

517-0035 

1 

Button, Dot 

134-2795 

1 

Housing, Blower 

503-0551 

1 

Hose, Air Cleaner 

503-0004 

1 

Clamp, Air Cleaner Hose 

145-0094 

1 

Inlet, Carburetor Air 

123-0293 

1 

Cap, Breather Tube 

503-0769 

1 

Clamp, Hose 

503-0280 

1 

Clamp, Hose 

140-0211 

1 

Tube, Air Cleaner Connection 

140-0994 

1 

Cleaner, Air 

134-0564 

1 

Scroll, Blower Housing 

134-2956 

1 

Guard, Scroll Outlet 

155-0591 

1 

Muffler, Exhaust 

154-0360 

1 

Gasket, Exhaust 

110-1000 

2 

Seat, Intake Valve 


1 rt i“» ** 


1 


1 



SPECIAL PARTS LIST FOR MODEL 


CCK-MS 


_ SPEC 

FOR STANDARD PARTS REFER TO CATALOG 927-0253 


2799J 


KEY NO. 


OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO. 

QTY. 

DESCRIPTION 

Group - 4 


12 V - 20A Alternator 

Group - 15 


Gas-Gasoline Fuel System 

Group - 28 


Top Mounted Engine Control 

332-0556 

1 

Connector - Stator 

332-1497 

1 

Terminal - Stator 

167-0188 

2 

Clip- Gearcase (1) and 

Oil Fill Tube (1) 

134-2878 

1 

Housing, Blower 

338-0565 

1 

Harness 

508-0084 

1 

Grommet, Blower Housing 

142-0458 

1 

Carburetor * 

154-0360 

2 

Gasket, Exhaust Manifold 

505-0479 

1 

Cap - Muffler 

r 1 O n i n/ 

oio-ui/O 

1 

Clip, Choke Cable 

155-1083 

1 

Muffler 

150-1000 

1 

Extension - Governor Arm 

142-0420 

1 

#Shaft Assembly, Choke 

813-0103 

1 

#Screw, Mach., Rd. Hd. - 
Choke Fly Mtg. 

CIO-32 x 3/4) 

152-0155 

1 

#Swivel, Choke 

815-0104 

1 

#Screw, Fillister Hd. Mach. 
Swivel (8-32 x 5/16) 

516-0059 

1 

#Lock, Hair Pin - Swivel Mtg 


PART NO. 


QTY. 


DESCRIPTION 


- Same as carburetor listed in Group 18 
except parts marked#. 


June 1. 1977 
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900-0043 

Supplementary Parts List 

for 

Mnrifii CCKA-MS _Spec_2802j_ 

Standard Parts Catalog_ 9 ? 7 . " Q253 ., Parts Key_ i _ 

Parts Listed Below Apply to the Above Model. Use These Parts in Place of (or in 
Addition to) the Parts Listed in the Standard Parts Catalog. 


PART NO. 

QUAN. 

DESCRIPTION 

110-2194 

1 

Block Assembly, Cylinder (Includes Bearing 

Guides and Seats) 

104-0877 

l 

Crankshaft 

105-0238 

1 

Camshaft (Includes Center Pins) 

110-1827 

2 

Guides, Intake Valve 

509-0090 

2 

Seal, Valve Stem Oil 

515-0146 

1 

Key, Woodruff 

102-0775 

1 

Base, Oil 

120-0648 

1 

Intake, Oil Pump (Includes Cup, Screen and Pipe) 

123-0657 

1 

Cap and Indicator, Oil Fill 

505-0255 

1 

Plug, Oil Drain (Magnetic) 

309-0010 

1 

Switch, Low Oil Pressure Cut-off 

336-1316 

1 

Lead Assembly, Low Oil Pressure Cut-off Switch 

122-0320 

1 

Adapter, Oil Filter 

502-0058 

1 

Tee, Street Pipe 

122-0321 

1 

Gasket, Oil Filter Adapter Mounting 

122-0345 

1 

Tube, Oil Drain 

122-0347 

1 

Seal, Oil Filter Air 

122-0323 

1 

Filter, Oil (Spin-On Type) 

800-0028 

2 

Screw, Hex Head Cap - Oil Filter Mounting 

526-0065 

2 

Washer, Copper - Oil Filter Mounting 

149-0136 

1 

Cover, Fuel Pump Hole 

800-0004 

2 

Screw, Hex Head Cap - Fuel Pump Hole Cover Mtg. 

526-0063 

2 

Washer, Copper - Fuel Pump Hole Cover Mounting 

150-0159 

1 

Bracket, Governor Spring 

154-0898 

1 

Tube, Exhaust 

154-0899 

1 

Tube, Exhaust 

154-0360 

2 

Gaskets, Exhaust Tube Mounting 

134-1638 

1 

Shield, Heat - Right/hand 

134-1639 

1 

Shield, Heat - Left/hand 

154-0356 

1 

Manifold, Intake 

520-0114 

4 

Stud, Intake Manifold Mounting 

150-0430 

1 

Bracket, Governor Linkage Spring 

134-3098 

1 

Housing, Cylinder Air - Right/hand 

134-2949 

1 

Housing, Blower 

167-0239 

2 

Plug, Spark 

167-1463 

: 1 

Cable, Spark Plug (Hi Tension) 

167-1464 

1 

Cable, Spark Plug (Hi Tension) 

509-0035 

1 

Ring, "0" 

526-0165 

1 

Washer, Blower Wheel Mounting 


0 fir 





900-0043 

Supplementary Parts List 

for 

Mnrlel CCKA-MS _Spec 2802J _ 

Standard Parts Catalog_ 927 ~ 0255 _Parts Key_4_ 

Parts Listed Below Apply to the Above Model. Use These Parts in Place of (or 
Addition to) the Parts Listed in the Standard Parts Catalog. 


PART NO. 


QUAN. 


DESCRIPTION 


145-0350 

503-0107 

518-0238 

142-0448 

812-0065 

861-0008 


1 

1 

1 

1 

1 

1 


Inlet, Air - Carburetor 

Clamp, Hose 

Clip - Sensitivity 

Carburetor - Venturi - 3/4" with fixed main jet - 
Components same as 142-0431 with these exception 
Screw, Throttle Stop Adjusting 
Nut, Throttle Stop 


NOTE: Parts Not Furnished By 0NAN: 

Air Cleaner, Blower Housing Grille, 
Spark Advance, Fuel Pump. 

V 










SPECIAL PARTS LIST FOR MODEL CCKA ' MS _ SPEC 2803J _ 

FOR STANDARD PARTS REFER TO CATALOG 927-0255 KEY NO. _4 


OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO. 

QTY, 

DESCRIPTION 

PART NO. 

QTY. 

DESCRIPTION 

Group - 5 

i 

Flywheel Charging Alternator 

—1- 

154-1703 

— 

1 

Manifold, Intake 

Group - 32 


(WIC0) 

502-0279 

1 

Nipple, Hex 


Spin On Filter Group 

503-0170 

2 

Clamp, Corbin 




502-0313 

2 

Elbow, Hose 




502-0053 

1 

Elbow, Street . 

110-1885 

1 

Block Assembly, Cylinder 

142-0567 

1 

+■ Carburetor 

110-1000 

2 

Seat, Intake Valve 

503-0732 

1 

Hose, Carburetor Vent 

110-1827 

2 

Guide, Valve 

503-0733 

1 

Hose, Carburetor Vent 

110-1037 

2 

Valve, Intake 



Vacuum 

110-0904 


Rotorcap, Intake Valve 

134-2283 

1 

Flywheel (Includes 

509-0090 

2 

Seal, Valve Stem Oil 



Ring Gear) 

104-0910 

1 

Crankshaft 

145-0461 

1 

Fitting, Fuel Vent 

105-0238 

1 

Camshaft 

145-0462 

1 

Plunger, Carb. Vent 

123-1216 

1 

Tube, Oil Fill 

509-0140 

1 

Ring ”0" 

149-0136 

1 

Cover, Fuel Pump Hole 

145-0464 

1 

Housing, Carb. Vent 

103-0502 

1 

Gearcover Assembly 



(Front) 

309-0237 

1 

Switch, Oil Light 

149-0369 

1 

Diaphragm, Fuel Pump 

150-1585 

1 

Shaft Assy., Governor 

149-0089 

2 

Disc, Diaphragm 

134-2975 

1 

Housing, Blower 

145-0463 

1 

Housing, Carburetor Vent 

134-2760 

1 

Housing, Cylinder Air RH 



(Rear) 

508-0005 

1 

Grommet 

145-0466 

1 

Spring, Vacuum Return 

503-0738 

1 

Hose, Fuel (1/4" ID x 

142-0494 

1 

#Kit, Repair 



7/16" OD x 16" lg) 

142-0493 

1 

#Nut and jet nozzle 

503-0301 

3 

Clamp, Hose 

149-1322 

1 

Pump, Vacuum Fuel (Inclt 

149-1321 

1 

Cap, Fuel Fitting 

142-0537 

1 

Parts marked ?) 

*Valve Plate Assembly (In 

503-0739 

1 

Hose, Fuel (1/4" ID x 



eludes Cap and Clamp) 



7/16" OD x 8" lg) 

142-054Q 

2 

*Screw, Cover 

332-0051 

2 

Clip, Wire 

149-1323 

1 

*Gasket, Base 

517-0034 

1 

Button, Dot 

142-0541 

1 

*Gasket, Valve Plate 

149-1329 

1 

Bracket, Fuel Pump Mtg. 

142-0545 

1 

*Spring, Pump 

518-0176 

1 

Clip, Cable 

149-1326 

1 

*Cover, Pump 

150-1343 

1 

Bracket, Governor Mounting 

149-1324 

1 

*Base, Pump 

150-1435 

1 

Arm, Governor Control 

142-0552 

1 

*Disc, Pump 

152-0155 

1 

Swivel, Choke Lever 

142-Q555 

1 

*Diaphragm, Pump 

150-1398 

1 

Spring, Governor Idle 



. 

516-0059 

1 

Pin, Cotter 




515-0110 

1 

Key, Crankshaft 

Parts not 

furnished by Onan 

149-1330 

1 

Line, Pulse 

Spark Advance 

and Associated Parts 

150-1214 

1 

Spring, Governor 

Fuel Pump and Associated Parts 

140-1058 

1 

Clamp, Air Cleaner 




502-0018 

1 

Fitting 




503-0738 

1 

Hose, Carburetor Vent 

+ Same as 

standard carburetor except parts 

140-1307 

1 

Housing, Air Cleaner 

marked 

#. Throttle stop assy, not furni 

509-0124 

1 

"0" Ring 




503-0611 

1 

Hose, Breather 




140-1228 

1 

Element, Air Cleaner 




123-0733 

1 

Tube, Breather Connector 




140-1232 

1 

Cover, Air Cleaner Hose 




865-0020 

1 

Nut, Wing 





1 
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SPECIAL PARTS LIST FOR MODEL cck-ms __ SPEC 2804 J 

FOR STANDARD PARTS REFER TO CATALOG 927-0255 KEY NO. 

OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO. 

QTY. 

DESCRIPTION 

PART NO. 

QTY. 

DESCRIPTION 

Group-1 

- r 

High Profile Breaker Box 

—1- 

134-1591 

-r 

1 

Housing, Cylinder Air 

110-1469 





RH 

1 

Block Assembly, Cylinder 

151-0345 

1 

Governor (Includes 

104-0275 

1 

Crankshaft 



Gears 

105-0233 

1 

Camshaft 

150-0104 

I 

Gasket, Governor 

112-0073 

2 

Piston and Pin 

120-0102 

1 

Oil Line, Governor 

113-0089 

2 

Ring Set, Piston 

309-0064 

1 

Switch, Low Oil Pressure 

110-1037 

2 

Valve, Intake 

502-0019 

1 

Elbow 

102-0562 

1 

Base, Oil * 

520-0058 

1 

Tee, Oil 

102-0563 

1 

Gasket, Oil Base 

150-0100 

1 

Shaft, Idler Gear 

120-0439 

1 

Cup, Oil Pump Intake 

150-0101 

1 

Gear, Idler 

516-0160 

2 

Pin, Oil Base Dowel 

150-0116 

1 

Collar, Governor Idler 

123-0861 

1 

Tube, Oil Fill 



Stud 

123-0832 

1 

Cap & Indicator, Oil Fill 

160-1040 

1 

Gasket, Breaker Box 

123-0092 

1 

Gasket, Oil Fill Tube 

Mounting 

160-0638 

1 

Point Breaker 

110-1428 

1 

Head, Cylinder - RH 




110-1429 

1 

Head, Cylinder - LH 




149-0136 

1 

Cover, Fuel Pump Hole 

Parts not 

Furnished by Onan 

103-0037 

1 

Gear Cover Assembly 


Fuel 

Pump - Ignition Coil 

509-0013 

1 

Seal, Front Oil 


Flywheel - Hi Tension Leads 

510-0019 

1 

Bearing Gear Cover 


Carburetor 

160-1205 

1 

Box Assembly, Breaker 




: 160-1041 

1 

Bushing, Breaker Box 




134-1855 

1 

Housing, Blower 




193-0147 

1 

Gauge, Oil Pressure (with 
Bracket] 




508-0001 

1 

Grommet 




502-0005 

1 

Elbow, Inverted Male 




167-0081 

2 

Plug, Spark 




134-0832 . 

1 

Baffle Plate, Blower 

Housing 




154-1029 

1 

Manifold, Intake 




154-1534 

1 

Manifold, Exhaust 




148-0332 

1 

Carburetor, Gas 




148-0361 

1 

Tube, Gas Inlet 




150-0122 

1 

Link, Governor 




:516-0036 

1 

Pin, Cotter 




516-0157 

1 

Pin, Cotter 




140-0994 

1 

Air Cleaner (Includes 

Mounting Bracket) 




503-0107 

1 

Clamp, Hose 




503-0653 

1 

Hose, Air Cleaner 




503-0004 

1 

Clamp, Hose 




145-0322 

1 

Inlet, Carburetor Air 




123-0293 

1 

Cap, Breather Tube 




503-0280 

1 

Clamp, Hose 




140-0211 

1 

Tube, Air Cleaner Hose 

i 




T< .ot 


1 




1 



SPECIAL PARTS LIST FOR MODEL CCK ~ S _ SPEC 2806J _ 

FOR STANDARD PARTS REFER TO CATALOG 927-0255 KEY NO. 

_ OPTIO NAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 

PART NO. QTY. DESCRIPTION PART NO. QTY. DESCRIPTION 


Group - 27 Variable Speed Governor 


510-0015 5 Flyball, Governor 


i 


1 


CCK-MS 


2808J 


SPECIAL PARTS LIST FOR MODEL 


SPEC 


FOR STANDARD PARTS REFER TO CATALOG_a 22 =U 253 _ KEY NO. 

OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO. 

QTY. 

DESCRIPTION 

PART NO. 

QTY. DESCRIPTION 

Group -X 


T - 

High Profile Breaker Box 

—(- 

502-0030 

J. 

i 

Connector, Oil Line- 

Group -25 


Rectangular Air Cleaner 

134-0855 

1 

Inverted Male-Governor 
Housing, Blower 




508-0008 

I 

Grommet-Blower Housing- 






13/16" 

110-1516 

1 

Block Assembly, Cylinder- 

508-0001 

1 

Grommet-Blower Housing - 



Includes Breather Tube 



1-1/16" 

110-1000 

2 

Insert, Intake Valve Seat 

134-0832 

1 

Baffle-Blower Housing 

110-0445 

5 

Nut-Bearing Plate Mtg. 

154-0360 

2 

Gasket, Exhaust Manifold 



5/16" x 24 

154-0547 

1 

Manifold, Exhaust 

520-0114 

5 

Stud-Bearing Plate Mounting 

516-0157 

1 

Pin, Cotter-Governor Lin 

516-0011 

2 

Pin, Dowel-Gearcase Align 

150-0122 

1 

Link, Governor 

104-0275 

1 

Crankshaft 

142-0376 

1 

*Carburetor 

134-0599 

1 

Clip-Bearing Plate 

134-0588 

1 

Housing, Cylinder-R.H. 

105-0156 

1 

Camshaft 

140-0486 

1 

Cleaner, Air 

105-0030 

1 

Gear, Timing-Camshaft 

515-0006 

1 

Key-Stub Shaft 

112-0073 

2 

Piston and Pin 

142-0306 

1 

+Kit, Repair 

113-0089 

2 

Ring Set, Piston 

142-0241 

1 

+Fly, Choke 

110-1037 

2 

Valve, Intake 

142-0192 

1 

+Shaft, Choke 

110-0904 

4 

Rotocap, Valve Spring Retain- 

142-0459 

1 

+Valve and Seat Assembly 



er 

142-0284 

1 

+Shaft, Throttle 

120-0439 

1 

Cup, Oil Pump Intake 




102-0392 

1 

Base, Oil 

* - Same 

as standard carburetor except 

520-0119 

4 

Stud-Oil Base to Block 

parts 

marked +. 

104-0091 

4 

Nut-Oil Base to Block 



151-0270 

1 

Governor 

Parts 

Not 

Furnished by Onan 

150-0104 

1 

Gasket, Governor 



Starter 

502-0019 

1 

Elbow, Oil Line-Governor 



Fuel Pump 

120-0102 

1 

Line, Oil-Governor 



103-0037 

1 

Gear Cover Assembly-includes 






Parts Marked # 




150-0100 

1 

■#Shaft, Idler Gear 




150-0101 

1 

#Gear, idler 




150-0116 

1 

#Collar, Idler Stud 




509-0013 

1 

#Seal, Oil-Gear Cover 




510-0019 

1 

Bearing-Ball-Gear Cover 




149-0136 

1 

Cover-Fuel Pump Hole 




123-0548 

1 

Cap and Indicator-Oil Fill 




123-0255 

1 

Tube, Oil Fill 




123-0092 

1 

Gasket-Oil Fill Tube 




160-1097 

1 

Box Assembly, Breaker- 






Complete 




160-0638 

1 

Point Set 




160-0929 

1 

Bushing, Guide 




160-0043 

1 

Gasket, Mounting 




226-0542 

1 

Lead-Breaker Box to Coil 




515-0094 

1 

Key-Flywheel 




502-0058 

1 

Tee-Oil Line-Governor 





June 1. 1977 


1 


1 



SPECIAL PARTS LIST FOR MODEL _ CCKA-MS 


SPEC 


2813J 


FOR STANDARD PAH IS REFER TO CATALOG 927-0253 KEY NO. 

OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO. 

QTY. 

DESCRIPTION 

PART NO. 

QTY. DESCRIPTION 

Group - 32 

I 

i 

Spin-0n Oil Filter 

-!- 

i 




140-1053 

1 Cover, Air Cleaner 




123-1264 

1 Hose, Breather 

110-1911 

1 

Block Assembly, Cylinder 

140-1058 

1 Clamp, Air Cleaner 

110-1000 

2 

Insert, Intake Valve Seat 

134-2954 

1 Housing, Cylinder Air-R.H 

52Q-Q114 

5 

Stud, Bearing Plate 

321-0169 

1 Clip, Cylinder Air Housin 

516-0011 

2 

Pin, Gearcase Align 

150-1264 

1 Spring, Governor 

517-0048 

1 

Plug, Expansion 

332-1338 

1 Clamp-Loop Type 

104-0885 

1 

Crankshaft 

142-0530 

1 #Shaft, Choke 

105-0238 

1 

Camshaft-Includes Cent. Pin 



110-1037 

2 

Valve, Intake 



110-0904 

4 

Rotocap, Valve Spring 





Retainer 

Parts Not 

Furnished by Onan 

120-0689 

1 

Line, Oil Pump Intake 


Manual Choke 

120-0663 

1 

Cup, Oil Pump Intake 


Spark Advance Mechanism 

191-1104 

1 

Bracket, Starter Mounting 



191-1103 

2 

Spacer, Starter Mounting 

* - Same as carburetor listed in Group 20 

191-1108 

1 

Seal, Starter Air 

except 

parts marked #. 

102-0655 

1 

Base, Oil 



122-0352 

1 

Drain, Oil Filter 



309-0237 

1 

Switch, Oil Pressure 



305-0478 

1 

Regulator 



305-0477 

1 

Spacer, Regulator Mounting 



191-0793 

1 

Clip, Wiring Harness 



103-0332 

1 

Gear Cover Assembly- 





Complete 



167-0188 

1 

Clip-Gearcase 



332-1358 

1 

Bracket, Connector Mounting 



123-1102 

1 

Cap and Indicator, Oil Fill 



134-2556 

1 

Flywheel-Includes Ring Gear 



191-0400 

1 

Rotor 



134-1889 

1 

Guard, Flywheel 



134-2951 

1 

Housing, Blower 



150-1297 

1 

Bracket, Governor Linkage 



142-0593 

1 

*Carburetor 



167-1593 

1 

Cable, Spark Plug-17V 



167-1594 

1 

Cable, Spark Plug-8^" 



166-0562 

1 

Bracket, Coil Mounting 



166-0346 

1 

Coil, Ignition 



503-0458 

1 

Clamp, Coil 



150-1310 

1 

Arm, Governor Pivot 



304-0014 

2 

Washer, Resistor Centering 



304-0060 

1 

Resistor 



304-0610 

1 

Support, Resistor Terminal 



150-1269 

1 

Bushing-Coil Bracket to 





Pivot Arm 



152-0155 

1 

Swivel*Choke Lever 



516-0059 

1 

Pin, Cotter-Choke Lever 





Swivel 



140-1206 

1 

Base, Air Cleaner 



509-0124 

1 

Seal, M 0" Ring 



140-1055 

1 

Element, Air Cleaner 





2817J 


SPECIAL PARTS LIST FOR MODEL CCK-MS 


_ SPEC 

FOR STANDARD PARTS REFER TO CATALOG 927-0253 


KEY NO. 2 


OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


G 


PART NO. 


QTY. 


DESCRIPTION 


PART NO. 


QTY. 


DESCRIPTION 


Group -1 
Group-25 


High Profile Breaker Box 
Rectangular Air Cleaner 


T 


110-2554 

1 

Block Assembly, Cyiinder- 
Includes Breather Tube 

110-1000 

2 

Insert, Intake Valve Seat 

104-0275 

1 

Crankshaft 

134-0599 

1 

Clip-Bearing Plate 

105-0030 

1 

Gear, Timing-Camshaft 

105-0156 

1 

Camshaft 

112-0073 

2 

Piston and Pin 

113-0089 

2 

Ring Set, Piston 

110-1037 

2 

Valve, Intake 

110-0904 

4 

Rotocap, Valve Spring 

Retainer 

120-0413 

1 

Cup, Oil Pump Intake 

102-0556 

1 

Base, Oil 

520-0126 

4 

Stud-Oil Base Mounting 

104-0091 

4 

Nut-Oil Base Mounting 

103-0037 

1 

Gear Cover Assembly-Includes 
Parts Marked # 

150-0100 

1 

#Shaft, Idler Gear 

150-0101 

1 

#Gear, Idler 

150-0116 

1 

#Coll.ar, Idler Stud 

509-0013 

1 

#Seal, Oil-Gear Cover 

510-0019 

1 

Bearing-Ball-Gear Cover 

123-0521 

1 

Tube, Breather 

149-0136 

1 

Cover-Fuel Pump Hole 

123-0880 

1 

Cap and Indicator, Oil Fill 

123-0896 

1 

Tube, Oil Fill 

16O--1-20S- 

—- 1 - 

-Box-Assembly, Breaker- 

Complete 

160-0638 

1 

Point Set 

502-0058 

1 

Tee-Oil Line-Governor 

502-0030 

1 

Connector, Oil Line-Inverted 
Male-Governor 

134-0728 

1 

Housing, Blower 

508-0001 

1 

Grommet, Blower Housing 

193-0005 

1 

Gauge, Oil Pressure 

502-0055 

1 

Elbow-Oil Pressure Gauge 

501-0007 

1 

Line, Oil-Flex-Oil Pressure 
Gauge 

134-0832 

1 

Baffle-Blower Housing 

142-0400 

1 

*Carburetor 

154-0360 

2 

Gasket, Exhaust Manifold 

154-0987 

1 

Manifold, Exhaust 

516-0157 

1 

Pin, Cotter-Governor Linkage- 
Stainless Steel 

■ 


June 

1, 1977 


150-0122 

1 

Link, Governor 

516-0036 

1 

Pin, Cotter-Governor Lii 

502-0003 

1 

Connector-Inverted Male 

134-0730 

1 

Housing, Cylinder Air-R 

134-0731 

1 

Housing, Cylinder. Air-L. 

140-0776 

1 

Cleaner, Air 

145-0224 

1 

Inlet, Carburetor Air 

123-0073 

1 

Cap, Breather Tube 

151-0270 

1 

Governor 

150-0104 

1 

Gasket, Governor 

502-0019 

1 

Elbow, Oil Line-Governo 

120-0102 

1 

Line, Oil-Governor 

515-0094 

1 

Key-Flywheel 

515-0006 

1 

Key-Stub Shaft 

142-0306 

1 

+Kit, Repair 

142-0241 

1 

+Fly, Choke 

142-0192 

1 

+Shaft, Choke 

142-0459 

1 

+Valve and Seat Assembly 

142-0284 

1 

+Shaft, Throttle 


* - Same as standard carburetor except 
parts marked +. 

Parts Not Furnished by Onan 
Starter 
Fuel Pump 
Flywheel 




900-0043 

Supplementary Parts List 

for 

Model. _ ccka-ms _ Spec__ 

Standard Parts Catalog 927 ~ 0255 _Parts Key_ i _ 

Parts Listed Below Apply to the Above Model. Use These Parts in Place of (or in 
Addition to) the Parts Listed in the Standard Parts Catalog. 


PART NO. 

QUAN. 

DESCRIPTION 

R. T. F . 

l 

NOTE: This Model has Vacu-Flo Cooling 

Block Assembly, Cylinder (Includes Bearings, 

110-1037 

l 

Guides 5 Seats) 

Valve, Intake 

104-0872 

l 

Crankshaft 

102-0756 

l 

Base, Oi1 

120-0648 

1 

Intake, Oil Pump 

123-0694 

l 

Cap and Indicator, Oil Fill 

123-1149 

1 

Tube, Oil Fill 

122-0323 

l 

Filter, Oil 

122-0347 

1 

Seal, Air - Oil Filter 

122-0320 

l 

Adapter, Oil Filter 

122-0321 

l 

Gasket, Oil Filter Adapter 

309-0237 

1 

Switch, Oil Pressure 

150-0159 

1 

Cover, Fuel Pump Hole 

166-0519 

l 

Indicator, Timing 

134-2796 

1 

Housing, Blower 

134-2760 

1 

Housing, Cylinder Air - R/Hand 

517-0035 

1 

Button, Dot 

134-0753 

l 

Wheel, Blower 

517-0021 

l 

Button, Dot. 

140-0231. 

i 

Inlet, Air - Carburetor Adapter 

503-0107 

l 

Clamp, Hose 

153-0223 

l 

Choke, Sisson 

516-0059 

1 

Pin, Cotter 

152-0155 

l 

• Swivel, Choke 

154-0356 

1 

Manifold, Intake 

154-0572 

1 

Manifold, Exhaust 

R.T.F. Refer to 

Factory 

NOTE: Parts Not Furnished by ONAN: Fuel Pump, 

Air Cleaner, Manual Choke 

, Giving Complete Model, Serial Number and Spec, 






SPECIAL PARTS LIST FOR MODEL CCK " MS _ : SPEC 28223 _ 

FOR STANDARD PARTS REFER TO CATALOG 927-0255 _ KEY NO. _2 

_OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 

PART NO. QTY. DESCRIPTION PART NO. QTY, DESCRIPTION 

"" “ t- 1 —r--— . r-- 


Group - 8 


Left Side Mtd. Alternator 

Group - 27 


Variable Speed Control 

102-0791 

1 

Base, Oil 

501-0015 

1 

Line, Oil 

502-0020 

1 

Elbow, Oil Line 

505-0057 

2 

Plug -Oil Line 

502-0431 

1 

Bracket Assembly - Oil Line 

134-2896 

1 

Housing, Blower 

134-2941 

1 

Housing, Cylinder Air - RH 

134-0675 

1 

Flywheel - Includes Ring 


Gear 


1 


1 




900-0043 

Supplementary Parts List 

for 


Model. 


CCKA-S 


Spec. 


2824J 


Standard Parts Catalog 


927-0253 


Parts Key 


Parts Listed Below Apply to the Above Model. Use These Parts in Place of (or in 
Addition to) the Parts Listed in the Standard Parts Catalog. 


PART NO. 

QUAN. 

DESCRIPTION 



NOTE: This model has a-Variable Speed Governor. 

Complete Breakdown in Main Parts Catalog. 

110-1418 

l 

Block Assembly - Cylinder 

104-0882 

1 

Crankshaft 

515-0006 

1 

Key, Crankshaft 

160-1049 

2 

Weight and Pin Assembly 

120-0413 

1 

Cup Assy. - Oil Intake 

102-0301 

1 

Base, Oil 

123-0129 

1 

Tube Assembly - Breather 

167-1463 

1 

Hi - Tension lead 19" 

123-0506 

1 

Indicator and Cap Assembly 

123-0508 

1 

Tube Assembly - Oil Fill 

160-1135 

1 

Box Assembly - Breaker - Complete Breakdown in 

Main Parts Catalog 

160-1072 

1 

Wheel, Magneto 

192-0308 

1 

Sheave, Rope 

134-3092 

1 

Housing, Blower 

167-0241 

2 

i 

Plug, Spark - Non Resistor 

154-0802 

i 

Manifold, Intake 

142-0416 

i 

Carburetor - Complete Breakdown in Main Parts Catalog 

153-0351 

i 

Choke, Manual 

.14-9-92-71 

i 

Primer, Rod Assembly - Fuel Pump 

134-0588 

i 

Housing, Cylinder - R.H., 

140-0470 

i 

Cleaner, Air - Oil Bath 

503-0398 

. i. 

Clamp, Air Cleaner 

140-0459 

i 

Bracket, Breather Tube 

140-0684 

i 

. Tube, Breather 

123-0104 

i 

Valve, Breather 

123-0073 

i 

i 

i 

Cap, Breather 





CCKA-MS 


2826J 


MODEL_ SPEC_ 

SUPPLEMENTARY PARTS LIST 900- 43 (per above model and spec.) 
Parts listed belowapply to the above model. Use these part| in 

place of ( or in addition to ) the parts listed for Parts Key_ 

in the standard parts catalog No _ 927-0255 


PART NO. 


OUAN. 


DESCRIPTION 


NOTE: This Model has a Variable Speed Governor 
Control 


110-1418 

104-0872 

102-0756 

123-0694 

120-0648 

154-0802 

142-0416 


1 

1 

1 

1 

1 

1 

1 


Block Assembly, Cylinder (Includes Bearings, Guides 
and Seats) 

Crankshaft 
Base, Oil 

Cap $ Indicator, Oil Fill 

Intake, Oil Pump (Includes Cup, Screen $ Pipe) 
Manifold, Intake 

Carburetor (Components listed in Parts Catalog) 


134-2964 

134-2791 

503-0398 

140-0684 

140-0470 


1 

1 

1 

1 

1 


Carburetor Table 
Housing, Blower 
Housing, Cylinder Air R/Hand 
Clamp, Air Cleaner 
Hose, Breather 
Cleaner, Air 


NOTE: Parts Not Furnished by Onan: 

Mufflers 


D ated. 


Revised 


Page. 


of 


9 / 27/74 


1 


1 



900-0043 

Supplementary Parts List 

for 


Model _ CCKA-S _ Spec _ 2832 J _ 

Standard Parts Catalog_ ' 927 ~ 0255 _—Parts Key-5- 

Parts Listed Below Apply to the Above Model. Use These Parts in Place of (or in 
Addition to) the Parts Listed in the Standard Parts Catalog. 


PART NO. 

QUAN. 

DESCRIPTION 

110-1418 

1 

NOTE: This Model has a Vari Speed Governor 

Block Assembly, Cylinder (Includes Bearings, 



Guides 8 Seats) 

104-0872 

l 

Crankshaft 

102-0469 

1 

Base, Oil 

120-0413 

l 

Cup, Oil Pump Intake (Includes Cup, Screen 8 Pipe) 

123-0762 

1 

Cap and Indicator, Oil Fill 

134-2963 

l 

Housing, Blower 

134-0588 

1 

Housing, Cylinder Air - R/Hand 

154-0802 

1 

Manifold, Intake 

153-0249 

1 

Bracket, Choke 

518-0176 

l 

Clip, Choke Cable 

142-0416 

l 

Carburetor (Complete breakdown in main Parts 

153-0351 

l 

Catalog - Carburetor Chart) 

Choke, Manual 

.140-0470 

l 

Cleaner, Air (Round type) 








'I'*-* WIWI 1 VI I IVIVI/kk 


arcu ____ 

FOR STANDARD PARTS REFER TO CATALOG 927-0253 KEY NO .' _L 
O PTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED, 

PART NO. QTY. DESCRIPTION PART NO. QTY. DESCRIPTION 


Group -1 

Group -34 


High Profile Breaker Box 

Vacu flo Cooling 

110-1184 

1 

Block Assembly, Cylinder 

110-1000 

2 

Insert, Intake Valve Seat 

104-0275 

1 

Crankshaft 

134-0599 

1 

Clip-Bearing Plate 

105-0030 

1 

Gear, Timing-Camshaft 

105-0156 

1 

Camshaft 

112-0073 

2 

Piston and Pin 

113-0089 

2 

King Set, Piston 

110-1037 

2 

Valve, Intake 

110-0904 

4 

Rotocap, Valve Spring Retaine 

502-0058 

1 

Tee-Oil Line-Governor 

502-0030 

1 

Connector-Oil Line-Inverted 

Ma1e-Governor 

120-0400 

1 

Cup, Oil Pump Intake 

102-0442 

1 

Base, Oil 

520-0119 

4 

Stud-Oil Base Mounting 

104-0091 

4 

Nut-Oil Base Mounting 

103-0037 

1 

Gear Cover Assembly-Includes 
Parts Marked # 

150-0100 

1 

#Shaft, Idler Gear 

150-0101 

1 

#Gear, Idler 

150-0116 

1 

#Collar, Idler Stud 

509-0013 

1 

#Seal, Oil-Gear Cover 

510-0019 

1 

Bearing-Ball-Gear Cover 

123-0129 

1 

Tube, Breather 

149-0136 

1 

Cover-Fuel Pump Hole 

123-0489 

1 

Cap and Indicater. Oil Fill 

159-0617 

1 

Tube, Oil Fill 

160-1205 

1 

Box Assembly, Breaker-Com¬ 
plete 

160-0638 

1 

Point Set 

226-0542 

1 

Lead-Breaker Box to Coil 

134-1008 

1 

Housing, Blower 

134-0832 

1 

Baffle-Blower Housing 

508-0001 

1 

Grommet-Blower Housing- 
1-1/16" 

508-0008 

1 

Grommet-Blower Housing- 
13/16" 

516-0157 

1 

Pin, Cotter-Governor Linkage- 
Stainless Steel 

516-0036 

1 

Pin, Cotter-Governor Linkage 

142-0400 

1 

^Carburetor 

503-0280 

1 

Clamp, Hose-Carburetor Inlet 
to Sleeve 

145-0080 

1 

Inlet, Carburetor 

140-0211 

1 

Sleeve-Carburetor Inlet 

123-0293 

1 

Cap, Breather Tube 

June 

■""'ll A 

1, 

1977 

DauIcaH 


1-- 

134-0588 

1 

l 

Housing, Cylinder Air 

123-0104 

1 

Valve, Breather 

151-0270 

1 

Governor 

150-0104 

1 

Gasket, Governor 

120-0102 

1 

Line, Oil-Governor'- 

515-0094 

1 

Key-Flywheel 

134-1002 

1 

Scroll, Air Discharge 

134-1003 

1 

Venturi? Scroll 

134-1005 

1 

Wheel, Blower 

134-1001 

1 

Hub, Blower 

134-1090 

1 

Spacer, Scroll 

515-0006 

1 

Key-Stub Shaft 

142-0306 

1 

+Kit, Repair 

142-0241 

1 

+Fly, Choke 

142-0192 

1 

+Shaft I Choke 

142-0459 

1 

+Valve and Seat Assemb 

142-0284 

1 

+Shaft, Throttle 


* - Same as standard carburetor except 
parts marked +. 

Parts Not Furnished by Onan 
Starter 
Fuel Pump 

Ignition Coil and Leads 


1 1 

nf 


DauicaiH 


Pan 


SPECIAL PARTS LIST FOR MODEL 


CCK-MS 


SPEC 


28bt>J 


FOR STANDARD PARTS REFER TO CATALOG 927-0253 


KEY NO, 


OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO. 

QTY. 

DESCRIPTION 

PART NO. 

QTY. 

DESCRIPTION 

Group - 20 


1 - 

Gasoline Carburetor Adj. 

—i- 

153-0364 

-F 

1 

Bracket, Choke 

Group - 34 


Vacu-Flo Cooling 

149-0775 

X 

Line, Fuel 



166-0346 

1 

Coil 




166-0403 

1 

Bracket, Coil 

110-1805 

1 

Block Assembly, Cylinder 

304-0014 

2 

Washer, Resistor Center: 

516-0011 

2 

Pin, Gearcase, Align 

304-0060 

1 

Resistor 

110-1283 

1 

Cover, Camshaft Opening in 

503-0514 

1 

Clamp, Coil 



Block 

304-0610 

1 

Support, Resistor Term; 

105-0234 

1 

Camshaft - Includes Center, 

502-0003 

1 

Connector, Inverted 



Groove and Roll Pins 



Male-Oil Line-Coil 

510-0015 

r 

o 

Bail, Fly - Governor 



Mounting Bracket 

160-0727 

l 

Spring, Spark Advance 

134-0674 

1 

Housing, Cylinder Air 

160-0726 

l 

Retainer, Spark Advance 

123-0853 

1 

Hose, Breather Cap 

518-0185 

Am 

Ring, Retaining - Spark Adv. 

123-0315 


Exhaust 

160-0790 

2 

Weight Assembly - Includes 

1 

Valve, Breather Cap 



Pins - Spark Advance 

123-0787 

1 

Cap, Breather 

160-0791 

1 

Cam - Includes Pins - 

150-1016 

1 

Arm, Extension-Governor 



Spark Advance 



Right Puli 

112-0073 

2 

Piston and Pin 

150-0698 

1 

Spring, Governor 

113-0089 

2 

Ring Set, Piston 

134-0564 

1 

Scroll, Air Discharge 

102-0563 

1 

Gasket, Oil Base 

309-0010 

1 

Switch, Low Oil Pressur 

102-0600 

1 

Base, Oil 

145-0051 

1 

#Ring, Vent 

191-0508 

1 

Flange, Mounting - Starter 



191-0515 

1 

* Motor,:..Starter 

Parts Not 

Furnished by Onan 

134-0670 

1 

Baffle, Air 


Manual 

Choke 

516-0160 

2 

Pin, Dowel - Oil Base 


Air Cleaner 

307-0367 

1 

Relay,Start Solenoid 




336-0102 

1 

Lead - Starter to Start 

+ Same as carburetor listed in Group 20 



Solenoid 

except 

part added marked #. 

338-0314 

1 

Harness Assembly - Blower 






Housing 




123-0810 

1 

Tube, Breather 

* Same as standard starter using key 

110-0884 

1 

Head, Cylinder-#2 Cylinder 

RH 

Head, Cylinder-#1 Cylinder 

LH 

Washer, Flat - Flywheel 

2 and 

4, Spec 

G and H. 

110-0883 

1 




526-0017 

1 




501-0015 

2 

Line, Oil (1) and Fuel 






Pump Inlet (1) 




309-0237 

1 

Switch, Oil Pressure 




134-1621 

1 

Housing, Blower 




142-0419 

1 

+Carburetor 




502-0002 

.3. 

Elbow - Fuel Pump Outlet 






to Fuel Line (1), Fuel 

Line to Carburetor (1) and 




. . . 


Oil Line (1). 




502-0020 

1 

Elbow, Fuel Pump Inlet 




154-0360 

2 

Gasket, Muffler 




155-0860 

1 

Muffler 




150-0979 

1 

Link, Governor 

1 1 T *1*1 




1-13-77 



900-0043 

Supplementary Parts List 

for 


Model _ CCKA-MS _ Spec _ 2868J _ 

Standard Parts Catalog _ 927-0253 Parts Key _ -4_. 

Parts Listed Below Apply to the Above Model. Use These Parts in Place of (or in 
Addition to) the Parts Listed in the Standard Parts Catalog. 


PART NO. 


QUAN. 


DESCRIPTION 


NOTE: This model has a variable speed 
Governor Control and a 15 Ampere 
Flywheel Charging Alternator. 


110-0915 

104-0872 

102-0759 

120-0648 

123-0694 

134-2798 

134-2791 

134-3019 

154-1092 

142-0431 

149-0611 

191-0885 

191-0886 

134-2100 

191-1078 


1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

2 

1 


Block Assembly, Cylinder (Includes Bearings, 
Guides & Seats) 

Crankshaft 
Base, Oil 
Intake, Oil Pump 
Cap and Indicator 
Housing, Blower 

Housing, Cylinder Air (Right Hand) 

Wheel, Blower (Includes Ring Gear § Magnets) 
Manifold, Intake 

Carburetor - Components listed in Parts Catalog. 

Line, Fuel 

Stator 

Regulator, Voltage 
Spacer, Regulator Mounting 
Bracket, Regulator Mounting 


NOTE: Parts Not Furnished by 0NAN: 

Air Cleaner 
Manual Choke 









900*0043 

Supplementary Parts List 

for 

Mortal CCKA-MS _Spar 2869J _ 

Standard Parts Catalog_ 92 7-° 25 ?_Parts Key — i - 

Parts Listed Below Apply to the Above Model. Use These Parts in Place of (or in 
Addition to) the Parts Listed in the Standard Parts Catalog. 


PART NO. 


QUAN. 


DESCRIPTION 


NOTE: This Model has a Variable Speed Governor. 


110-0915 

104-0872 

102-0756 

120-0648 

123-0694 

134-2798 

134-2791 

154-1092 

149-0611 


1 

1 

1 

1 

1 

1 

1 

1 

1 


Block Assembly, Cylinder (Includes Bearings, 
Guides 8 Seats) 

Crankshaft 

Base, Oil 

Intake, Oil Pump 

Cap and Indicator, Oil Fill 

Housing, Blower 

Housing, Cylinder Air (Right Hand) 

Manifold, Intake 
Line, Fuel 


NOTE: Parts Not Furnished by ONAN: 

Air Cleaner 
Manual Choke 









SPECIAL PARTS LIST FOR MODEL CCKA " MS __ SPEC 2881J . __ 

FOR STANDARD PARTS REFER TO CATALOG 927 0253 KEY NO. 

__ OPTIO NAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 

PART NO. QTY. DESCRIPTION PART NO. QTY. DESCRIPTION 

~ 1 I—l-1-" 


Group - 8 


Alternator LS Mounted 

142-0377 

1 #Shaft, Choke 

Group - 34 


Vacu Flo Cooling 

141-0172 

1 #Lever, Choke Shaft . 

Group - 36 


Electric Choke - Sisson 

813-0102 

1 #Screw, Mach. Rd. Hd.. - 





Choke Shaft Lever 





CIO-32 x 5/8) 

105-0140 

1 

Camshaft 

861-0008 

1 #Nut', Choke Shaft Lever 

102-0791 

1 

Base, Oil 


C IO- 32) 

123-0527 

1 

Cap and Indicator, Oil Fill 



123-0593 

1 

Tube, Oil Fill 

* - Use standard carburetor Key 1 and 2, 

123-0129 

1 

Tube, Breather 

Spec A through F except parts marked 

123-0104 

1 

Valve, Breather Cap 



123-0073 

1 

Cap, Breather 

Parts Not 

Furnished by Onan 

140-0459 

1 

Bracket, Breather Mtg. 


Fuel Pump 8 Associated Parts 

140-0471 

1 

Line, Breather 



140-0283 

1 

Cleaner, Air 



503-0019 

1 

Clamp, Air Cleaner 



150-0159 

1 

Bracket, Governor Spring 



166-0519 

1 

Bracket, Timing 



150-0703 

1 

Stud, Governor 



150-0471 

1 

Spring, Governor 



307-0455 

1 

Solenoid, Idle 



145-0173 

1 

Bracket, Idle Solenoid 



150-0754 

1 

Bracket, Idle Solenoid 





Spring 



150-0098 

1 

Spring 



306-0152 

1 

Plunger, Idle Solenoid 



191-1115 

1 

Brace, Alternator Mtg. 





Bracket 



134-0753 

1 

Blower Wheel 



104-0302 

1 

Flywheel 



134-0564 

1 

Scroll, Blower Housing 



134-29.56 . 

. 1 

.Guard, Scroll Outlet 



155-0593 

1 

Muffler, Exhaust 



154-0360 

2 

Gasket, Exhaust 



142-0378 

1 

Carburetor * 



503-0514 

1 

Clamp, Coil 



304-0060 

1 

Resistor 



166-0376 

1 

Bracket, Resistor 8 Coil 





Mounting 



166-0346 

1 

Coil, Ignition 



167-1484 

1 

Lead, Hi Tension #1 Cyl. 



167-1465 

1 

Lead, Hi Tension #2 Cyl. 



515-0130 

1 

Key, Crankshaft 



134-3023 

1 

Housing, Blower 




1 


1 (177 


1 


1 



SPECIAL PARTS LIST FOR MODEL 


CCK-4MG 


__ SPEC 

FOR STANDARD PARTS REFER TO CATALOG 927-0253 


2883J 


KEY NO. 


OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO. 

QTY. DESCRIPTION 

Group - 

4 

-1 - 

I2V 20A Alternator 

Group - 

28 

Top Mounted Engine Control 

Group - 

30 

4 to 1 Reduction Gear 

Group - 

36 

Sisson Choke 


516-0011 

2 

Pin, gearcover align 

332-0556 

1 

Connector-stator 

332-1497 

1 

Terminal-stator 

309-0237 

1 

Switch, low oil pressure 

502-0058 

1 

Tee, oil line 

336-2192 

1 

Lead-oil pressure switch 

134-2878 

1 

Housing, Blower 

508-0084 

1 

Grommet-blower housing 

154-0360 

2 

Gasket, muffler 

155-1253 

1 

Muffler,exhaust 

505 0618 

1 

Cap, muffler 

153-0460 

1 

Linkage-choke to carburetor 

152-0147 

1 

Stud, governor speed adj. 


PART NO. 


QTY. 


DESCRIPTION 


Jnn<p 1 . IQ77 




1 



900-0043 

Supplementary Parts List 

for 


Model _ gcka-ms _ Spec_ 2885 ,j _ 

Standard Parts Catalog_ 927 ' 0253 _Parts Key_ i 


Parts Listed Below Apply to the Above Model. Use These Parts in Place of (or in 
Addition to) the Parts Listed in the Standard Parts Catalog. 


PART NO. 

QUAN. 

DESCRIPTION 

R. T , F. 

1 

NOTE: This Model-is Vacu-Flo Cooled and has a 
Variable Speed Governor 

Block Assembly, Cylinder (Includes Bearings, 

104-0872 

1 

Guides $ Seats) 

Crankshaft 

110-1087 

1 

Valve, Tntakc 

102-0756 

l 

Base, Oil 

120-0048 

l 

Intake, Oi1 Pump 

123-0694 

l 

Cap & Indicator, Oil Fill 

123-1149 

l 

Tube, Oil Fill 

122-0323 

l 

Filter, Oil 

122-0347 

l 

Seal, Air - Oil Filter 

122-0320 

l 

Adapter, Oil FiIter 

122-0321 

l 

Gasket, Oil Filter 

309-0237 

l 

Switch, Low Oil Pressure 

134-2796 

1 

Housing, Blower 

134-2760 

l 

Housing, Cylinder Air - R/Hand 

191-0134 

l 

Pulley 

134-1726 

1 

Scroll, Blower Housing - 9 0'Clock Position 

134-0753 

l 

Wheel, Blower 

517-0035 

l 

Button, Dot 

517-0021 

l 

Button, Dot 

166-0519 

l 

Indicator, Timing 

154-1710 

l 

Manifold, Exhaust 

154-0356 

l 

Manifold, Intake 

505-0329 

l 

Cap, Pipe 

153-0223 

l 

Choke, Sisson 

516-0059 

l 

Pin, Cotter 

152-0155 

1 

Swivel, Choke Lever 

142-0431 

l 

Carburetor - (Components in Parts Catalog) 

140-0470 

i 

1 

1 

l 

Cleaner, Air - Oil Bath 

i 

i 

R.T.F. Refer to| 

i 

i 

factory 

Giving Complete Model, Serial Number and Spec. 





SPECIAL PARTS LIST FOR MODEL rr K -MS _ SPEC 2B93J 

FOR STANDARD PARTS REFER TO CATALOG 927-0253 KEY NO. 2 

OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO. 

QTY. 

DESCRIPTION 

PART NO. 

QTY. DESCRIPTION 

jTOUp - 1 


T- 

High Profile Breaker Box 

- ( --- 

503-0280 

i 

1 Clamp-Inlet to Air Cleans: 





Sleeve 

110-2358 

1 

Block Assembly, Cylinder-in- 

140-0211 

1 Sleeve, Air Cleaner Hose 



eludes Breather Tube 

134-0588 

1 Housing, Cylinder Air-R.H 

110-1000 

2 

Insert, Intake Valve Seat 

503-0107 

1 Clamp-Inlet to Carburetor 

L04-0601 

1 

Crankshaft 

503-0479 

1 Hose, Breather 

134-0599 

1 

Clip-Bearing Plate 

503-0170 

1 Clamp-Breather Tube to In. 

510-0015 

5 

Bail, Fly - Governor 

515-0094 

2 Key-Flywheel 

112-0073 

2 

Piston and Pin 



113-0089 

2 

Ring Set, Piston 



110-1037 

2 

Valve, Intake 

Parts Not 

Furnished by Onan 

110-0893 

4 

Washer, Valve Spring Retainer; 


Starter 

120-0439 

1 

Cup, Oil Pump Intake 


Manual Choke 

102-0392 

1 

Base, Oil 


Flywheel 

520-0119 

4 

Stud-Oil Base Mounting 


Air Cleaner 

104-0091 

4 

Nut-Oil Base Mounting 


Ignition Coil and Leads 

103-0282 

i 

Gear Cover Assembly- 


Carburetor 



Complete 



510-0008 

1 

Bearing, Needle-Lower 



150-0620 

1 

Yoke, Governor Shaft 



150-0377 

1 

Shaft and Arm Assembly, 





Governor 



518-0129 

1 

Ring, Governor Yoke retain- 





ing 



510-0019 

1 

Bearing-Ball-Gear Cover 



509-0013 

1 

Seal, Oil-Gear Cover 



150-0159 

1 

Bracket, Governor Spring 



110-0884 

1 

Head,Cylinder-#2 Cylinder 





R.H. 



110-0883 

1 

Head, Cylinder-#1 Cylinder 





L.H. 



123-0548 

1 

Cap and Indicator, Oil Fill 



123-0092 

1 

Gasket, Oil Fill Tube 



123-0255 

1 

Tube, Oil Fill 



160-1205 

1 

Box Assembly, Break 





Complete 



160-0638 

1 

Point Set 



515-0006 

1 

Key-Stub Shaft 



502-0058 

1 

Tee-Oil Pressure Switch 



502-0175 

1 

Adapter-Oil Pressure Switch 



309-0064 

1 

Switch, Oil Pressure 



134-1740 

1 

Housing, Blower 



508-0001 

2 

Grommet, Blower Housing 



334-0028 

1 

Lead-Blower Housing-4' of 





Wire 



517-0112 

i 

Plug, Plastic-Blower Housing 



154-0360 

2 

Gasket, Exhaust Manifold 



148-0361 

I 

Tube, Gas Inlet 



154-1136 

1 

Manifold, Exhaust 



145-0439 

1 

Inlet, Carburetor Air 

1 



Ti in O 


T ] Q 7 7 


1 


1 



SPECIAL PARTS LIST FOR MODEL CCK ~ P _SPEC : 

FOR STANDARD PARTS REFER TO CATALOG 927-0255 _ KEY NO. 

OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


2894J. 


[PART NO. 
Group - 31 


134-2824 

503-0546 




1 


1 



900-0043 

Supplementary Parts List 

for 


Mnrlpl CCKA-MS _ Spor 2910J _ 

Standard Parts Catalog_92 7-025 3_Parts Key 


Parts Listed Below Apply to the Above Model. Use These Parts in Place of (or in 
Addition to) the Parts Listed in the Standard Parts Catalog. 


PART NO. 

QUAN. 

DESCRIPTION 

110-0915 

1 

This Model has Optional Left Side Mounted 12 Volt 
35 Amp Alternator - Complete Breakdown in 

Main Parts Catalog. 

Block Assembly, Cylinder 

104-0872 

1 

Crankshaft 

105-0234 

1 

Camshaft - Includes Center Pin and Spark 

160-0790 

2 

Advance Mechanism pins 

Weight Assembly, Timing Control - Includes Pins 

518-0185 

2 

Ring - Timing Control Lock 

160-0727 

1 

Spring, Timing Control 

516-0146 

2 

Pin, Groove - Timing Control 

120-0648 

1 

Cup, Oil Pump Intake 

102-0791 

1 

Base,. Oil 

149-0136 

1 

Cover, Fuel Pump Hole 

123-0694 

1 

Cap and Indicator, Oil Fill 

123-0958 

2 

Screen, Breather Tube 

134-082.5 

1 

Flywheel - Includes Ring Gear 

134-2896 

1 

Housing, Blower 

134-2791 

1 

Housing, Cylinder Air - R.H. 

167-0237 

2 

Plug, Spark 

142-0472 

1 . 

Carburetor, Complete Breakdown in Main Parts 

.- ■—.-.-.— ■■ - ■■■ 


Catalog under 142-0372 Carburetor in addition 

517-0010 

2 

to the following parts marked * 

. *Plug - 1/4” 

505-0008 

1 

*Plug - 1/8” 

155-0859 

1 

Muffler 

. 154-0360 

2 

Gasket - Muffler 

153-0336 

■1 

Bracket, Governor Linkage Control - Mounted 

518-0176 

1 

Under. Muffler Bolt 

Clip, Governor Linkage Control 

167-1581 

1 

Cable, Spark Plug - 15” 

167-1557 

r. 

Cable, Spark Plug - 17”. 

150-0635 

i 

Bracket, Governor Spring 

150-0698 

l 

Spring, Governor 

515-0202 

i 

Key, Crankshaft Stub 







SPECIAL PARTS LIST FOR MODEL 


CCKA-MF 


SPEC 


2921 J: 


FOR STANDARD PARTS REFER TO CATALOG 927-0253 KEY NO. 

OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO. 

QTY. 

DESCRIPTION 

Group - 4 


T- 

Flywheel Alternator 20 Amp 

Group - 28 


Top Mounted Engine Control 

110-1418 

1 

Block Assembly, Cylinder 

134-2887 

1 

Flywheel 

.155-1083 

1 

Muffler, Exhaust 

505-0618 

1 

Cap, Exhaust Muffler 

152-0177 

1 

Stud, Variable Speed 
Governor Adjusting 

150-1000 

1 

Arm, Governor Extension 

134-3086 

1 

Housing, Cylinder Air RH 

190-0266 

1 

Housing, Clutch 

501-0203 

1 

Line, Oil 

502-0220 

1 

Elbow, Street 


PART NO. 


QTY. 


description 


T 


T_ _ 


1 


I 



SPECIAL PARTS LIST FOR MODEL 


CCK-MS 


SPEC 


2925J 


FOR STANDARD PARTS REFER TO CATALOG 927-0255 


KEY NO. 


OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO. 


QTY. 


DESCRIPTION 


PART NO. 


QTY. 


DESCRIPTION 


Group - 
Group - 


4 

27 


12V 20A Alternator 
Variable Speed Control 


T 


332-0556 

332-1497 

192-0397 

334-0030 


1 Connector - Stator 
1 Terminal - Stator 
1 Sheave, Rope 
1 Lead, Alternator - 4' of 
■ Wire 




1 




SPECIAL PARTS LIST FOR MODEL CCK ' MS _ SPEC , _ 

FOR STANDARD PARTS REFER TO CATALOG 927-0255 KEY NO. 

OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 

_PART NO. QTY. DESCRIPTION PART NO. 


2932J 


QTY. 


DESCRIPTION 


PART NO. 


DESCR PTION 


Group - 4 

Group - 28 


332-0556 

332-1497 

167-0188 

134-2824 

134-2878 

508-0084 

338-0565 


12V 20A Alternator 

Top Mounted Engine Control 


Connector - Stator 
Terminal - Stator 
Clip - Gearcase Cl] and 
Oil Fill Tube (1) 

Guard* Flywheel Capscrew 
Housing, Blower 
Grommet, Blower Housing 
Harness 





SPECIAL PARTS LIST FOR MODEL CCKk-MS _ SPEC 


FOR STANDARD PARTS REFER TO CATALOG 927-0253 KEY NO. 
OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO. 

QTY. 

DESCRIPTION 

PART NO. QTY. DESCRIPTION 

Group - 8 

P 

Flywheel Charging Alternator 

-!-j- 

, 


(Phelon) 


Group - 27 


Variable Speed Governor 


Group - 32 


Spin On Oil Filter 


110-1860 

1 

Block Assembly, Cylinder 


104-0882 

1 

Crankshaft 


134-2824 

. 1 

Guard, Flywheel Screw 


134-2621 

1 

Flywheel (Includes Ring 




Gear) 


134-2760 

1 

Housing, Cylinder Air 




RH 


134-2897 

1 

Housing, Blower 


308-0140 

1 

Switch, Toggle 


515-0006 

1 

Key, Crankshaft 






900-0043 

Supplementary Parts List 

for 


Model.. c :cka-ms _fippr. 2942 j_ 

Standard Parts Catalog_ 927-0255 _Parts Key_4_ 

Parts Listed Below Apply to the Above Model, Use These Parts in Place of (or in 
Addition to) the Parts Listed in the Standard Parts Catalog. 


PART NO. 


QUAN. 


DESCRIPTION 


110-1418 


1 


Block Assembly, Cylinder (Includes Bearings, 
Guides and Seats) 


104-0872 

102-0756 

120-0648 

123-0694 

140-0470 

140-0684 

134-2798 

134-2791 

154-0802 

505-0008 

142-0416 


1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 


Crankshaft 
Base, Oil 

Cup, Oil Pump Intake (Includes Cup, Screen 8 Pipe) 

Cap and Indicator, Oil Fill 

Cleaner, Air 

Tube, Breather 

Housing, Blower 

Housing, Cylinder Air - R/Hand 

Manifold, Intake 

Plug, Pipe (1/8-27) 

Carburetor - Optional Equipment (Complete 
breakdown in Carburetor Chart in main Parts 


153-0249 

518-0176 

518-0006 


1 

1 

1 


Catalog) 

Bracket, Choke 
Clip, Choke Cable 

Clip, Governor Linkage Mounting (Carburetor) 


NOTE: Parts not furnished by Onan: 


Mufflers 






900-0043 

Supplementary Parts List 

for 


Model. 


CCKA-MS 


_Spec_ 

927-0253 


2944J 


Parts Key 


Standard Parts Catalog. 

Parts Listed Below Apply to the Above Model, Use These Parts in Place of (or in 
Addition to) the Parts Listed in the Standard Parts Catalog. 


PART NO. 

QUAN. 

DESCRIPTION 

110-0915 

i 

1 

NOTE: This model has a Top Mounted Control Panel 

and Syncro 12 Volt 20 Amp Flywheel Alternator, 

Block Assembly, Cylinder 

104-0872 

1 

Crankshaft 

120-0648 

1 

Cup Assembly, Oil Intake 

102-0828 

1 

Base, Oil 

123-0694 

1 

Cap and Indicator Assembly 

501-0203 

1 

Line, Oil 

502-0020 

1 

Elbow, Oil Line 

134-2878 

1 

Housing, Blower 

502-0055 

1 

Elbow, Oil Line - Pipe 90° o 

502-0002 

l 

Elbow, Oil Line - Inverted Male 90 

301-2780 

1 

Panel, Control 

338-0565 

l 

Harness 

308-0232 

l 

Switch, Ignition 

308-0029 

1 

Switch, Start 

302-0060 

1 

Ammeter, Charge 

508-0084 

1 

Grommet, Blower Housing 

134-2791 

1 

Housing, Cylinder Air - Right Hand 

142-0431 

1. 

Carburetor - Complete Breakdown in Main Parts Catalog 

. - - 167-0-24-1- 

. 2 

Plug, Spark - Non Resistor' 








900-0043 

Supplementary Parts List 

lor 


Model__.... CCK A-M S _Spec__ 

Standard Parts Catalog_ 927-0255 _Parts Key-4- 

Parts Listed Below Apply to the Above Model. Use These Parts in Place of (or in 
Addition to) the Parts Listed in the Standard Parts Catalog. 


PART NO. 


QUAN. 


110-1860 

104-0872 1 

102-0759 1 

120-0648 1 

123-0694 1 

134-2734 1 

.134-3019 1 

154-0356 . 1 

142-0431 1 

153-0249 1 

FULL FLO OIL FILTER showh 
(Complete Breakdown) 
134-2760 1 


DESCRIPTION 


NOTE: This Model has a 12 Volt - 15 Amp flywheel 

Charging Alternator - Shown in Parts Catalog 
as Optional Equipment 

Block Assembly, Cylinder (Includes Bearings, 

Guides & Seats) 

Crankshaft 
Base, Oil 

Cup, Oil Pump Intake (Includes Cup, Screen § Pipe) 
Cap and Indicator, Oil Fill 
Housing, Blower . 

Wheel, Blower (Includes Ring Gear 3 Magnets) 
Manifold, Intake 

Carburetor (Listed in Parts Catalog Chart) 

Bracket, Choke 

as Optional Equipment in Parts Catalog 
Housing, Cylinder Air - R/Hand 






SPECIAL PARTS LIST FOR MODEL _ CCKM-MS __ SPEC_ 296AG - 

FOR STANDARD PARTS REFER TO CATALOG 927-0253 KEY NO. „_.2 
OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO. 

QTY. 

DESCRIPTION 

PART NO. 

QTY. 

DESCRIPTION 

Option - 

8 

"1- 

Alternator (Automotive Type , 

- !- 

332-0556 

1 

n . 

Connector, Wire - Alternat 

Option - 


Left Side Mounted) 

191-1158 

1 

//Motor, Starting 

36 

Choke (Sisson) 

307-0367 

1 

Solenoid, Start 

110-1516 



336-0102 

1 

Lead, Solenoid To Starter 

1 

Block Assembly, Cylinder 

150-1577 

1 

Bracket, Governor Spring 



(Refer To Standard Cylinder 

134-3110 

1 

Housing, Blower 



Block For Components * 

308-0029 

1 

Switch, Start (Push Type) 



Except Parts Marked *) 

308-0069 

1 

Switch, Start-Stop (Toggle 

110-1000 

2 

*Insert, Intake Valve Seat 

336-1123 

1 

Lead, Breaker Box To 

123-0129 

1 

*Tube ; Breather 



Start-Stop Switch 

520-0114 

5 

A Stud, Rear Bearing Plate 

149-0174 

1 

Line, Fuel Filter Inlet 

110-0445 

5 

Hex - Rear Bearing Plate 

149-0282 

1 

Filter, Fuel (Includes 



(5/16” - 24) 



Parts Marked +) 

104-0872 

1 

Crankshaft 

149-0202 

1 

H-Screen, Strainer 

110-1037 

2 

Valve, Intake 

149-0149 

1 

+Gasket, Strainer 

.... 102-0412 

1 

Base, Oil 

149-0313 

1 

+Bowl, Strainer 

505-0255 

1 

Plug, Drain - Oil 

149-0249 

1 

+Stem And Seat, Valve 1 

123-0694 

1 

Cap And Indicator, Oil Fill 

502-0002 

1 

Elbow, Inverted Male - 



(Includes Gasket) 



Filter Inlet 

123-0191 

1 

Gasket, Oil Fill Cap 

505-0104 

1 

Nipple, Short - Filter To 

123-0674 

1 

Tube, Oil Fill 



Carburetor (1/8" X 1^ :T I 

502-0058 

1 

Tee, Low Oil Pressure Switch 

142-0431 

1 

Carburetor, Gasoline 



(1/8”) . 



(Fixed Main Jet) 

309-0113 

1 

Switch, Low Oil Pressure 

154-0512 

1 

Manifold, Exhaust 

103-0519 

1 

Gearcase Assembly 

110-0904 

4 

Rotocap, Valve Spring 

192-0316 

. 1 

Eackplate, Rope Sheave 



Retainer 

160-0608 

. 1 

Flywheel (Includes Ring Gear) 




134-0673 

1 

Gear, Ring 

// - For Components Check Starter Nameplate 

160-0282 

1 

Coil, Magneto Stator 

And Contact Nearest Prestolite Dealer 

160-0281 

1 

Pole Shoe, Magneto Stator 




336-0953 

1 

Lead, Magneto Stator 

Parts Not 

Furnished By Onan 

... _.. . 2 . ..... 

_ _... 

iShxelded) :... 

Fuel Pump 


332-0273 

1 

Clip, Cable - Magneto Lead 




508-0002 

1 

Grommet, Rubber - Magneto 






Lead 




167-0215 

2 

Plug, Spark 




: 312-0168 

1 

Condenser, Suppression 




; 160-0611 

1 

Box Assembly, Breaker (Refer 






To Standard Breaker Box 






For Components, Except 

Parts Marked °) 




160-0440 

1 

°Gasket, Breaker Box Cover 




167-0061 

2 

} Nipple, Shielded Wire 




517-0061 

1 

°Plug, Plastic (3/S M Hole) 




166-0481 

1 

Bracket, Coil Mounting 




160-0939 

1 

Coil, Ignition 




503-0465 

1 

Clamp, Coil Mounting 




167-1476. 

1 

Cable, Spark Plug (17 n Lg.) 




: 167-1457 

. 1 . 

Cable, Spark Plug (8" Lg. ) 




336-0954 

1 ... 

Lead, Breaker Box To Coil 




337-0056 

1 

Lead, Coil To Ground 








SPECIAL PARTS LIST FOR MODEL 


CCKA-MS 


_ SPEC 

FOR STANDARD PARTS REFER TO CATALOG 927-0253 


2966J 


KEY NO. 


OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO. 


QTY. 


DESCRIPTION 


PART NO. 


QTY. 


DESCRIPTION 


Group - 8 

Group - 28 


Alternator LS Mounted 
Top Mounted Engine Control 


~r 


102-0791 

134-2824 

134-0825 

134-3192 


1 Base, Oil 
1 Guard, Flywheel Screw 
1 Flywheel (Includes Ring 
Gear) 

1 Housing, Blower 


T l in a 1 


1 Q 7 7 


l 


1 



SPECIAL PARTS LIST FOR MODEL _ CCK - MS _ SPEC _ 2967J _ 

FOR STANDARD PARTS REFER TO CATALOG 927-0253 KEY NO. 

OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO. QTY. 


DESCRIPTION 


PART NO. QTY. 


DESCRIPTION 


Group - 32 
Group - 36 


Spin-On Oil Filter 
Sisson Choke 


110-1860 

150-0754 

150-0159 

123-0129 

123-0073 

123-0104 

134-2824 

154-0356 

154-0360 

154-0572 

166-0346 

166-0376 

304-0060 

503-0514 

304-0014 

304-0610 

307-0455 

145-0173 

306-0152 

150-0703 

150-0471 

134-2760 

134-2734 


Block Assembly, Cylinder 
Bracket, Idle Solenoid 
Spring 

Bracket, Governor Spring 
Tube, Breather 
Cap, Breather Tube 
Valve, Breather 
Guard, Flywheel Capscrew 
Manifold, Intake 
Gasket, Manifold 
Manifold, Exhaust - Includes 
Cap 

Coil, Ignition 
Bracket, Coil 
Resistor 
Clamp, Coil 

Washer, Resistor Centering 
Support, Resistor Terminal 
Solenoid, Idle 
Bracket, Idle Solenoid 
Plunger, Idle Solenoid 
Stud, Governor Spring 
Adjusting 

Spring, Idle Solenoid 
Housing, Cylinder Air RII 
Housing, Blower 


Parts Not Furnished by Onan 
Fue1 Pump 
Air Cleaner 


.Ttlno 1 


1 Q7T 


1 


1 



900-0043 

Supplementary Parts List 

lor 


Model. 


CCKA-S 


Spec 


Standard Parts Catalog 


2976J 


927-0253 


Parts Key 


Parts Listed Below Apply to the Above Model. Use These Parts in Place of (or in 
Addition to) the Parts Listed in the Standard Parts Catalog. 


PART NO. QUAN. DESCRIPTION 

OPTION-1 Breaker Box 

110-1418 1 Block Assembly, Cylinder (Includes Bearings 

Guides and Seats) 

104-0882 1 Crankshaft 

102-0468 1 Base, Oil 

120-0413 1 . Intake, Oil Pump (Includes Cup Screen & Pipe) 

123-0762 1 Cap and Indicator, Oil Fill 

SET RING, PISTON 

113-0088 2 Standard 

113-088-05 2 .005" Oversize 

113-0088-10 2 .010" Oversize 

113-0088-20 2 .020" Oversize 

113-0088-30 2 .030" Oversize 

113-0088-40 2 .040" Oversize 

503-0744 1 Hose, Fuel 

134-1579 ' 1 Housing, Blower 

517-0021 1 Plug, Dot Button (Blower Housing) 

517- 0009 1 Plug, Dot Button (Blower Housing) 

154-0802 1 Manifold, Intake 

505-0008 1 Plug, Pipe (1/8-27) 

518- 0176 1 Clip, Cable 

142-0416 1 Carburetor (Complete Breakdown in Main Parts Catalog) 

123-1284 1 Tube, Breather 

140-1216 1 Element, Air Cleaner . 

140-1295 1 Cover, Air Cleaner 

865-0020 1 Nut, Wing - Air Cleaner 

503-0189 1 Clamp, Air Cleaner 

140-1348 1 Base, Air Cleaner 

150-0979 1 Rod, Throttle 

Parts Not Furnished By ONAN 


Stop Button 
Governor Control 





900-0043 

Supplementary Parts List 

for 

Model _CC KA-MS _Spec 2982 J _ 

Standard Parts Catalog_:_ 9 - 2 _l: 02 ^ 5 _Parts Key_ t _ 

Parts Listed Below Apply to the Above Model. Use These Parts in Placeof {or in 
Addition to) the Parts Listed in the Standard Parts Catalog. 


PART NO. 

QUAN. 

DESCRIPTION 

110-2194 

l 

Block Assembly, Cylinder (Includes Bearing 

Guides and Seats) 

104-0877 

l 

Crankshaft 

105-0238 

1 

Camshaft (Includes Center Pins) 

110-1827 

2 

Guides, Intake Valve 

509-0090 

2 

Seal, Valve Stem Oil 

515-0146 

1 

Key, Woodruff 

i n F 7'7r 

1 U ^ - 0 t / D 

1 

Base, Oil 

120-0648 

1 

Intake, Oil Pump (Includes Cup, Screen and Pipe) 

123-0657 

1 

Cap and Indicator, Oil Fill 

505-0255 

1 

Plug, Oil Drain (Magnetic) 

309-0010 

1 

Switch, Low Oil Pressure Cut-off 

336-1316 

1 

Lead Assembly, Low Oil Pressure Cut-off Switch 

122-0320 

1 

Adapter, Oil Filter 

502-0058 

1 

Tee, Street Pipe 

122-034.1 

1 

Gasket, Oil Filter Adapter Mounting . 

122-0345 

1 

Tube, Oil Drain 

122-0347 

1 

Seal, Oil Filter Air 

122-0323 

1 

Filter, Oil (Spin-On Type) 

800-0028 

2 

Screw, Hex Head Cap - Oil Filter Mounting 

526-0065 

2 

Washer, Copper - Oil Filter Mounting 

149-0136 

1 

Cover, Fuel Pump Hole 

800-0004 

2 

Screw, Hex Head Cap - Fuel Pump Hole Cover Mounting 

526-0063 

' 2 ' ' 

Washer, Copper - Fuel Pump Hole Cover Mounting 

150-0159 

1 

Bracket, Governor Spring 

154-0898 

1 

Tube, Exhaust 

154-0899 

1 

Tube, Exhaust 

154-0360 

2 

Gaskets, Exhaust Tube Mounting 

134-1638 

1 

Shield, Heat - Right/hand 

134-1639 

1 

Shield, Heat - Left/hand 

154-0356 

1 

Manifold, Intake 

520-0114 

4 

Stud, Intake Manifold Mounting 

150-0430 

1 

Bracket, Governor Linkage Spring 

134-3098 

1 

Housing, Cylinder Air - Right/hand 

134-2949 

1 

Housing, Blower 

167-0239 

2 

Plug, Spark 

167-1463 

1 

Gable, Spark Plug (Hi Tension) 

167-1464 

1 

Cable, Spark Plug (Hi Tension) 

509-0035 

1 

Ring, "0" 

526-0165 

1 

Washer, Blower Wheel Mounting 




900*0043 

Supplementary Parts List 

for 

Mnripl CCKA-MS _ fipor 2982 J _ 

Standard Parts Catalog_ 927-0255 _Parts Key —*- 

Parts Listed Below Apply to the Above Model, Use These Parts in Place of (or in 
Addition to) the Parts Listed in the Standard Parts Catalog. 


PART NO. 

QUAN. 

DESCRIPTION 

145-0350 

l 

Inlet, Air - Carburetor 

503-0107 

l 

Clamp, Hose 

518-0238 

l 

Clip - Sensitivity 

142-0448 

1 

I 

Carburetor: - Venturi - 3/4” with fixed main jet - 
(Components same as 142-0431 with these exceptions* 

812-0065 

l 

*Screw, Throttle Stop Adjusting 

861-0008 

l 

*Nut, Throttle Stop 

518-0176 

l 

Clip, Cable - Choke 

153-0249 

l 

Bracket, Cable - Choke 


NOTE: Parts Not Furnished by ONAN: 

Air Cleaner, Blower Housing Grille, 
Spark Advance, Fuel Pump 




2 


2 






SPECIAL PARTS LIST FOR MODEL CGK ~ MS ___ SPEC 298SJ 

FOR STANDARD PARTS REFER TO CATALOG 927 " 0253 KEY NO. 

OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO. 

QTY. 

DESCRIPTION 

PART NO. QTY. 

DESCRIPTION 

Group - 32 

\ 

Spin-On Oil Filter 

-r~ 


Group - 36 


Sisson Choke 



110-1860 

1 

Block Assembly, Cylinder 



134-2760 

1 

Housing, Cylinder Air RH 



134-3216 

1 

Housing, Blower 



123-0129 

1 

Tube, Breather 



150-0159 

1 

Bracket, Governor Spring 



123-0104 

1 

Valve, Breather 



123-0293 

1 

Cap, Breather Tube 



134-2824 

1 

Guard, Flywheel Capscrew 



134-0675 

1 

Flywheel - Includes Ring 





Gear 



309-0237 

1 

Switch - Low Oil Pressure 



r 7'7/' ^ I r. n 

ojo-ziyz 

1 

Lead - Top of Blower Housing 



154-0360 

2 

Gasket, Manifold 



154-0572 

1 

Manifold, Exhaust - Includes 





Cap 



166-0346 

1 

Coil,Ignition 



166-0376 

1 

Bracket, Coil 



304-0060 

1 

Resistor 



503-0514 

1 

Clamp, Coil 



304-0014 

2 

Washer, Resistor Centering 



304-0610 

1 

Support, Resistor Terminal 



150-0703 

1 

Stud, Governor Spring 





Adjusting 



307-0455 

1 

Solenoid, Idle 



145-0173 

1 

Bracket, Idle Solenoid 



306-0152 

1 

Plunger, Idle Solenoid 



150-0471 

1 

Spring, Governor-to 





Bracket 



150-0098 

1 

Spring, Governor-to 





Solenoid 



150-0754 

1 

Bracket, Idle Solenoid 





Spring 



Parts Not 

Furnished by Onan 

Fuel Pump 

Air Cleaner 







CCKA-MS 


30Q4J 


SPECIAL PARTS LIST FOR MODEL 


SPEC 


FOR STANDARD PARTS REFER TO CATALOG 927-0253 


KEY NO. 


OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO. QTY. DESCRIPTION PART NO. QTY, DESCRIPTION 


Group - 9 


Alternator Top Mounted 

110-1904 

1 

Block Assembly, Cylinder 

110-0893 

2 

Retainer, Valve Spring 

509-0090 

.2 

Seal, Valve Stem Oil 

113-0152 

2 " 

Ring Set, Piston 

102-0387 

1 

Base, Oil 

123-0508 

1 

Tube, Oil Fill 

123-0527 

1 

Cap and Indicator, Oil Fill 

501-0015 

1 

Line, Oil 

502-0020 

1 

'Elbow, Street 

502-0431 

1 

Bracket, Fitting 

505-0057 

2 

Plug, Pipe - Tee 

502-0003 

1 

Connector, Inverted Male 

1 Q 1 . (ICl 1 

a. j. 

1 

.+ Starter 

134-0670 

1 

Baffle, Air 

123-0129 

1 

Tube, Breather 

140-0283 

1 

Cleaner, Air 

503-0398: 

: l 

Clamp, Hose 

123-0104 

i 

Valve, Breather Cap 

123-0073 

l 

Cap, Breather 

140-0459 

l 

Bracket, Breather Mounting 

140-0797 

i 

Line, Breather 

145-0316 

i 

Sleeve, Breather Line 

134-1576 

l 

Housing, Blower 

134-0674 

l 

Housing 

134-2153 

l 

Scroll, Blower Housing 

149-0136 

l 

Cover, Fuel Pump Hole 

134-0753 

l 

Blower Wheel 

517-0009 

l 

Button, Dot . . 

517-00.3.5... 

__i_._ 

1. _B.utt.bh, Dot. 

517-0021: 

.2 ' 

Button, Dot : 

148-0698: 

1 

Line, Fuel. 

110-1827 : 

. . 2 

Guide, Valve 

150-0979. 

1 . 

Rod, Gov. Control to Carb. 

167-0237 .. 

. 2 

Plug, Spark 

154-0356 

1 

Manifold, Intake 

154-0781 : 

1 

Manifold, Exhaust 

502-0039 : 

1 

Elbow, inverted 


515-0195 

134-2956 

141-0647 

141-0653 

141-0650 

141-0651 

141-0652 

141-0078 

141-0648 

141-0649 


1 Key Crankshaft 
1 Guard, Scroll 

1 Carburetor (Avai1able 
parts are marked #) 

1 #Kit, Repair (Includes 

Parts Marked *) 

2 #*Retainer, Shaft Seal 
2 #*Seal, Throttle Shaft 
.1 #*Kit, Gasket (Includes 

Parts Marked **) 
l#**Gasket, Flange 
l#**Gasket, Metering Block 
l#**Gasket, Adapter Plate 


+ Same as standard starter using 
Key 2 and 4, Spec G and H. 


Parts not furnished by Onan 
Ignition Coil 
Hi Tension Leads 
Governor Control 


148-0483 

148-0418 

502-0039 

148-0725. 

148-0465 

190- 0121 
148-0720 

191- 0831 
150-1000 


1 Clamp, Vaporizer 

1. Vaporizer, Gas 

3 Elbow, Inverted Male 

1 Line, Fuel 

1 Regulator, LPG Gas 

1 Plug, Shear 

1 Bracket, Regulator Mtg. 

1 Bracket, Alternator Mtg. 

1 Arm, Governor Extension 


June 1, 1977 


i 








SPECIAL PARTS LIST FOR MODEL CCKA^MS _ SPEC 5007J . : ■■ 

FOR STANDARD PARTS REFER TO CATALOG 927-0255 _. KEY NO. __i 

___ OPTION AL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 

PART NO. QTY. DESCRIPTION PART NO. QTY. DESCRIPTION 

- ,-j—,-J-:--- 1 -:- 


Group - 28 


Top Mounted Engine Control 

134-2878 

1 

Housing, Blower 

1— 
07 

o 

1 

o 

04 

1 

Arm, Governor Extension 

152-0170 

1 

Arm, Governor 

134-2824 

1 

Guard, Flywheel Screw 

134-2728 

1 

Flywheel (Includes Ring 
Gear) 

154-0360 

2 

Gasket, Exhaust 

155-1083 

1 

Muffler, Exhaust 

505-0618 

1 

Cap, Muffler Exhaust 


Tnn rt 1 


1 0 77 


1 




SPECIAL PARTS LtST; FOR MODEL 


CCKA-MS 


SPEC 


3010J 


FOB STANDARD PARTS REFER TO CATALOG 927 0253 


KEY NO. 


OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NQ. 

QTY. 

DESCRIPTION 

PART NO. QTY. 

DESCRIPTION 

Group - 9 

- ~r 

Alternator Top Mounted 

— r --- 

Ignition 

1- 

Coil 

Group - 20 


Gasoline Carburetor 

Hi Tension Leads 



Adjustable Parts 

Governor 

Control 

110-1904 

■ 1 

Block Assembly, Cylinder 



110-0090 ' 

■ 2 

Seal, Valve Stem Oil 



110-1827 

2 ■' 

Guide, Valve 



113-0152 

2 ■■ ■, 

Ring Set, Piston 



104-0906 

■ ■ 1 '■ ■ 

Crankshaft 



102-0387 

i 

Base, Oil 



123-0508 

1 

Tube, Oil Fill 



123-0527 " ' 

1 

Cap § Indicator, Oil Fill 



501-0015 

i 

Line, Oil 



502-0020 

1 ' 

Elbow, Street 



502-0431 

' 1 ■ : 

Bracket, Fitting 



505-0057 

.. 2 ... 

:Plug, Pipe - Tee 



502-0003 

... 1..' " 

Connector, Inverted Male 



518-0176 

i ■ 

Clip . . 



123-0129 

i ■■ 

Tube, Breather. 



140-0283 

■■■ 1 v 

■ Cleaner, Air : .. 



503-0019 

i , 

Clamp, Hose 



123-0104 

■: 1 

Valve, Breather Cap 



123-0073 

■■■■■■ 1 :■ 

Cap, Breather 



140-0459 

■ . 1 

Bracket, Breather Mtg. 



140-0471 

1 ■ 

Line, Breather 



134-1576 


Housing, Blower 



134-0674 ' 


Housing, Cy1inder Air RH 



104-0302 

■■■: 1 

Flywheel 



134-0735 

■■ 1 - ' 

: Blower Wheel 



150-1000 


Arm, Governor 



167-0237 

:'.:N 2:: ;r; 

.Plug.j Spark 



517- 00,09 :; ; 


-Button, Dot 



517-0035 


Button, Dot 



517r0021 


; Button, pot . / 



149r0611 


Line, Fuel 



154-0356 

■ ' 1 !' 

Manifold, Intake 



.154-0781 

: .i 

Manifold, Exhaust . 



502-0002 

....i' ■' 

Elbow, Inverted Male 



502-0020 


Elbow, Street 



134-2154 


Scroll, Blower Housing 



134-2956 

1 

Guard, Blower Scroll 



;19140511 


Starter * 



134-0670 

■ i 

■. Baffle, Air 



' - ■ aS 

standard starter using Key 2 and 4 



Spec G and H. 




Parts Not 

Furnished by Onan ■ 




Manual 

Choke- - .. 




1 1077 


1 


1 










CCKA-MS 


FOR STANDARD PARTS REFER TO CATALOG 


SPEC 

-0253 ; 


3017J 


KEY NO. 


OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WREN USED. 


PART NO. 

QTY. 

DESCRIPTION 

Group - 6 

■i 

Flywheel Charging Altemat 
(Pheion) 

Group - 28 


Top Mounted Engine Control 

134-2824 

1 

Guard Flywheel Screw 

134-2621 

1 

Flywheel (Includes Ring 
Gear) 

134-2878 

1 

Housing, Blower 


PART NO. QTY. 


DESCRIPTION 


T 1Q77 


r 



302 3J 


SPECIAL PARTS LIST FOR MODEL _ CCKA-MS SPEC _ 

FOR STANDARD PARTS REFER TO CATALOG 927 ~ 0253 KEY NO. _ 

OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 

PART NO. QTY. DESCRIPTION PART NO. QTY. DESCRIPTION 

— i 1 i j I ' 


Spin-On Oil Filter - Option #32 
Choke - Option #36 

Variable Speed Governor - Option #27 


110-2194 1 Block Assembly, Cylinder 

(Includes Parts Marked a ) 
110-1827 2 A Guide, Valve - Intake 

110-3136 2 &' Gasket, Valve Guide - Intake 

520-0114 5 A Stud, Rear Bearing Plate 

Mounting 

NOTE: Use In Place Of 

800-0512 Screw, Cap-Hex Heac 
110-0445 5 A Nut, Hex-Rear Bearing Plate 

Mounting 

NOTE: Use In Place Of 
. 800-0512 Screw, Cap-Hex Heac 
516-0011 2 A Pin, Dowel (5/16 X 1 1/8") 

101-0316 1 A Plate, Bearing (Excludes 

Bearing) 

NOTE: For Balance Of Parts 
In Cylinder Block Assembly 
See CYLINDER BLOCK GROUP - 
Parts Marked a 

509-0090 2 Seal, Oil-Intake Valve 

. (Includes Retainer Rings) 
134-0675 1 Flywheel (Includes Gear) 

.104-0369 1 Screw, Cap-Hex Head - Flywheel 

■ ^ i_ 1 _ To Crankshaft: (Special) 

134-3216 1 Housing Assembly, Blower 

142-0620 1 Carburetor (includes Mounting 

Gasket 141-0078) 

154- 0360 2 Gasket, Manifold Flange 

155- 0593 1 Muffler, Exhaust - Crossover 

153-0226 1 Rod, Choke 

: 134“2?6Q 1 Housing, Cylinder Air-RH 

(Includes Oil Drain) 

140-0283 1 Cleaner, Air - Oil Bath 

503-0019 1 Clamp, Air Cleaner 

123-0104 1 Valve, Breather Cap 

123-0073 1 Cap, Breather Tube 

140-0459 1 Bracket, Breather Mounting 

140-0471 1 Tube, Breather Cap To Air 

Cleaner ’■ 


tQ7iV 


8/16/82 


1 


1 









SPECIAL PARTS LIST FOR MODEL CCKA ' MS _SPEC 


FOR STANDARD PARTS REFER TO CATALOG 927-0253 KEY NO. L± 

OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO. 

QTY. 

DESCRIPTION 

PART NO. QTY. 

DESCRIPTION 

Group - 1 

- |f 

High Profile Breaker Box 

-! 

1 


Group - 6 


Flywheel Charging Alternator 






(Phelon) 




Group - 32 


Spin on Oil Filter 




Group - 36 


Electric Choke (Sisson) 




110-2375 

1 

Block Assembly, Cylinder 




110-1037 

2 

Valve, Intake 




110-0904 

2 

Rotocap, Intake Valve 




104-0882 

1 

Crankshaft 




110-1000 

2 

Seat, Intake Valve 




112-0073 

2 

Piston £ Pin 




113-0089 

2 

Ring Set, Piston 




102-0808 

1 

Base, Oil 




j-uzoo 

1 

Cover, Oil Fill (Top) 




123-0092 

1 

Gasket, Oil Fill Cover 




123-0544 

1 

Cap § Indicator, Oil Fill 




123-0531 

1 

Tube, Oil Fill 




309-0237 

1 

Switch, Oil Light 




123-0521 

1 

Tube, Breather 




114-0171 

1 

Screw, Cap - Hex Head 






Hatko Mounting 




309-0255 

1 

Switch, Hatko 




134-2760 

1 

Housing, Cylinder Air RH 




134-2734 

1 

Housing, Blower 




134-2621 

1 

Flywheel (Includes Ring Gear) 




140-0459 

1 

Bracket, Breather Tube 






Mounting 




123-0073 

1 

Cap, Breather 




123-0104 

1 

Valve, Breather Cap 




140-0471 

1 

Line, Breather 




503-0019 

1 

Clamp, Air Cleaner 




140-0776 

1 

Cleaner, Air 




503-0464 

1 

Hose, Air Cleaner 




503-0280 

2 

Clamp, Hose 




145-0224 

1 

Inlet, Carb. 




140-0211 

1 

Sleeve, Air Inlet 




336-1198 

1 

Lead, Choke 




154-0360 

2 

Gasket, Exhaust 




154-0987 

1 

Manifold, Exhaust 




160-1205 

1 

Breaker Box Complete, 






Ignition 




160-0638 

1 

Point Set, Breaker 





Ti uip 1 1 Q 77 


1 


1 



SPECIAL PARTS LIST FOR MODEL _ CCKA-MS 

FOR STANDARD PARTS REFER TO CATALOG. 


_ SPEC 

927-0253 


303GJ 

KEY NO. 


__ optional gro ups in catalog are listed by group no. below when used. 

par t no. qty. description part no. qty. description 

Group - 6 


104-0933 

1 

Crankshaft 

105-0238 

1 

Camshaft 

134-2824 

1 . 

Guard, Flywheel Screw 

134-2621 

1 

Flywheel (Includes Ring 
Gear) 

134-3229 

1 

Housing, Cylinder Air RH 

142-0577 

1 

Carburetor * 

153-0440 

1 

Housing, Choke 

153-0017 

1 

Element, Thermostat 

153-0475 

1 

Cover, Electric Choke 

332-052"’ 

1 

Terminal, Wire 

142-003 

1 

#Fly, Choke 

142-0183 

1 

#Shaft, Choke 


* - Same as carburetor listed in Group 20 
except parts marked #. 

Parts Not Furnished by Onan 

Spark Advance and Associated Parts 


June L 1977 


Flywheel Charging Alternator 
(Phelon) 


1 


1 



SPECIAL PARTS LIST FOR MODEL 


CCKA-MS 


SPEC 


3037J 


E 


FOR STANDARD PARTS REFER TO CATALOG 927-0255 KEY NO. _1 

OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO. 


QTY. 


DESCRIPTION 


PART NO. 


QTY. 


DESCRIPTION 




Group - 6 Flywheel Charging Alternator 

(Phelon) 

Group - 28 Top Mounted Control 


134-2878 1 Housing, Blower 

338-0565 1 Harness, Wiring 




1 


t 



SPECIAL PARTS LIST FOR MODEL 


CCK-MS 


_ SPEC 

FOR STANDARD PARTS REFER TO CATALOG 927-0253 


3039J 


KEY NO. 


OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO. 

QTY. 

DESCRIPTION 

Group - 27 


Variable Speed Control 

Group - 32 


Spin-On Oil Filter 

110-2375 

1 

Block Assembly, Cylinder 

110-1000 

2 

Insert, Intake Valve Seat 

110-1037 

2 

Valve, Intake 

110-0904 

4 

Rotocap, Valve Spring 
Retainer 

134-2824 

1 

Guard, Flywheel Capscrew 

142-0431 

1 

Carburetor * 

155-0903 

1 

Muffler, Exhaust 

154-0360 

2 

Gasket, Muffler 

134-2734 

1 

Housing, Blower 

134-2760 

1 

Housing, Cylinder Air RH 

* - Standard Key 

3 and 4 carburetor used. 

Breakdown in 

PTC. 


PART NO. 


QTY. 


DESCRIPTION 


T 


1 


1 



SPECIAL PARTS LIST FOR MODEL CC KA-MS _ spEC 5043J 

FOR STANDARD PARTS REFER TO CATALOG 927-0255 KEY NO. _1 


OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO. QTY. 


DESCRIPTION 


PART NO. QTY. 


DESCRIPTION 


Group - 20 


Gasoline Carburetor 
Adjustable Jets 

Group - 27 


Variable Speed Governor 

110-1418 

1 

Block Assembly, Cylinder 

123-0129 

1 

Tube, Breather 

123-0073 

L 

Cap, Breather 

140-0459 

1 

Bracket, Breather Mountin 

123-0104 

1 

Valve, Breather Cap 

140-0684 

1 

Tube, Breather 

503-0398 

1 

Clamp, Hose 

140-0470 

1 

Cleaner, Air 

154-1788 

1 

Manifold, Intake 

134-3220 

1 

Housing, Blower 

153-0097 

1 

Cable, Choke 


T. -.-rt 


1 


1 077 


I 


1 



SPECIAL PARTS LIST FOR MODEL CCKA-MS _ SPEC 3Q44J 

FOR STANDARD PARTS REFER TO CATALOG 927-0253 KEY NO. 

OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO. QTY. DESCRIPTION PART NO. QTY, 


Group - 4 

Group - 20 


.Flywheel Charging Alternator 
(Syncro) 

Gasoline Carburetor 
Adjustable Jets 


DESCRIPTION 


110-1418 

123-0129 

123-0104 

123-0073 

140-0459 

140-0470 

140-0684 

503-0398 

150-1000 

152- 0090 
134-2824 
134-3220 

153- 0097 
167-0188 


1 Block Assembly, Cylinder 

1 Tube, Breather 

1 Valve, Breather Cap 

1 Cap, Breather 

1 Bracket, Breather Mounting 

1 Cleaner, Air 

1 Tube- 1 *• - 

1 Clamp, Hose 

1 Arm, Governor-Extension 

1 Stud, Governor Adjusting 

1 Guard, Flywheel Screw 

1 Housing, Blower 

1 Cable, Choke 

2 Clip 


Tim a 1 


1 Q77 


. 1 . 


1 




SPECIAL PARTS LIST FOR MODEL CCKA ~ MS _SPEC 5050J _ 

FOR STANDARD PARTS REFER TO CATALOG 927-0255 KEY NO. _i 

OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 



166-0519 1 Bracket, Timing 

134-0564 1 Scroll, Blower Housing 

517-0009 1 Button, Dot 

517-0035 1 Button, Dot 

154-1788 1 Manifold, Intake 

134-3239 1 Housing, Blower 

153-0097 1 Cable, Choke 


June 1. 1977 


1 


1 



SPECIAL PARTS LIST FOR MODEL 


CCKA-MS 


SPEC 


3060J. 


FOR STANDARD PARTS REFER TO CATALOG 927-0255 


KEY NO. 


OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO. 


QTY. 

DESCRIPTION 

Group - 

8 


"i - 

Alternator - LS Mounted 

Group - 27 


Variable Speed Governor 

Group - 32 


Spin On Oil Filter 

110-1860 


1 

Block Assembly, Cylinder 

102-0791 


1 

Base, Oil 

134-3216 


1 

Housing, Blower 

134-2760 


1 

Housing, Cylinder Air RH 

134-0675 


]. 

Flywheel - Includes Ring 
Gear 

142-0458 


1 

Carburetor * 

154-0360 


2 

Gasket, Exhaust 

154-0377 


1 

Manifold, Exhaust 

505-0329 


1 

Cap, Pipe 

148-0147 


1 

Pipe, Fuel 

142-0420 


1 

#Shaft Assert) ly. Choke 

813-0103 


1 

#Screw, Nfech. Rd. Hd, - 
Choke Fly Ntg. 

(10-32 x 3/4) 

152-0155 


1 

#Swivel, Choke 

815-0104 


1 

#Screw, Fillister Hd. Mach 
Swivel (8-32 x 5/16) 

516- 0059 


1 

#Lock, Hair Pin - Swivel M 

* - Same 

as 

carburetor listed in Group 18 

using key 1 

and 2 except parts marked : 


PART NO. 


QTY. 


DESCRIPTION 


T 


i 


1077 


1 


1 



900-0043 

Supplementary Parts List 

for 

Model_E_Spec_^_ 

Standard Parts Catalog 927-0253 _Parts Key_ i 


Parts Listed Beiow Apply to the Above Model. Use These Parts in Place of (or in 
Addition to) the Parts Listed in the Standard Parts Catalog. 


PART NO. 

QUAN. 

DESCRIPTION 

110-1418 

1 

Block Assembly, Cylinder 

104-087.2: 

1 

Crankshaft 

102-0468 

■ i 

Base, Oil 

120-0413 

1 

Intake, Oil Pump 

123-0762 

RING SET, PISTON 

1 

Cap and Indicator, Oil Fill 

113-0152 

2 

Standard 

113-0152-05 . 

2 

.005" Oversize 

113-0152-10 

2 

.010” Oversize 

113-0152-20 

2 

.020” Oversize 

113-0152-30 

2 

.030" Oversize 

. 113-0152-40 

2 

.040” Oversize 

123-0129 

1 

Tube, Breather 

.140-0470 

1 

Cleaner, Air 

503-0398 

1 

Clamp, Air Cleaner 

140-0459 

1 

Clip, Breather 

140-0684 

1 

Tube, Breather 

134-3092 

1 

Housing, Blower 

134-0588 

1 

Housing, Cylinder Air - Right Hand 

167-0241 

2 

Plug, Spark - Non Resistor 

167-1463 

1 

Lead, Hi Tension - 19” Lg. 

. .-153^0351 

1 

Choke 

149-0271 ' 

1 

Primer, Pump - Fuel 

... 142-0416 

1 

Carburetor (Complete Breakdown in Main Parts Catalog) 

154-0802 

.1 

Manifold, Intake 

.■■■" 505-0008 

1 

Plug, Pipe (1/8-27) 

.503-0744. 

1 

Hose, Fuel 

160-1135 . 

1 

Box Assembly, Breaker (Complete Breakdown in Main 
Parts Catalog) 

/ 515-0202 ' 

i:" 

Key, Crankshaft 

160-1072 

i 

Wheel, Magneto 

160-1049 

i 

Pin 6 Weight Assembly, Ignition Timing 

192-0308 

i 

Sheave, Rope 









SPECIAL PARTS LIST FOR MODEL CCK-4MG * _ $PEC .■ 3081J ■■ ■ :■ 

FOR STANDARD PARTS REFER TO CATALOG 927-0253 __ KEY NO. 2 

_ optional groups in catalog are listed by group no. below when used. 

PART NO. QTY. DESCRIPTION PART NO. QTY. DESCRIPTION 


DESCRIPTION 


PART NO. QTY. 


DESCRIPTION 


Group - 6 

Group - 30 


Flywheel Alternator 
4:1 Gear Reduction RH 


110-1707 

104-0636 

134-28’24 

134-2621 


Block Assembly, Cylinder 
Crankshaft 

Guard, Flywheel Screw 
Flywheel 


-t 


1 


1 



SPECIAL PARTS LIST FOR MODEL _ cckm-ms _ SPEC 3086 G _ 

FOR STANDARD PARTS REFER TO CATALOG 9?7-o?S3 KEY NO. _JL 
_ OPT IONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 

PART NO. QTY. DESCRIPTION PART NO. QTY. DESCRIPTION 


Option - 9 Alternator (Automotive Type, 

Top Mounted) 

Option - 36 Choke (Sisson) 


110-1516 

1 

Block Assembly, Cylinder 

(Refer To Standard Cylinder 
Block For Components, 

Except Parts Marked *) 

110-1000 

2 

*Insert, Intake Valve Seat 

123-0129 

1 

*Tube, Breather 

520-0114 

5 

*Stud, Rear Bearing Plate 

110-0445 

5 

*Nut, Rex - Rear Bearing 

Plate (5/16" - 24) 

104-0872 

1 

Crankshaft 

110-1037 

2 

Valve, Intake 

5.05-0255 

2 

Plug, Drain - Oil 

123-0762 

1 

Cap And Indicator, Oil Fill 
(Includes Gasket) 

123-0191 

1 

Gasket, Oil Fill Cap 

123-06.74 

1 

Tube, Oil Fill 

502-0058 

1 

Tee, Low Oil Pressure Switch 
(1/8") 

309-0113 

1 

Switch, Low Oil Pressure 

103-0519 

1 

Gearcase Assembly 

192-0316 

1 

Backplate, Rope Sheave 

160-0608 

1 

Flywheel (Includes Ring Gear) 

134-0673 

1 

Gear, Ring 

160-0282 

1 

Coil, Magneto Stator 

160-0281 

1 

Pole Shoe, Magneto Stator 

336-0953 

1 

Lead, Magneto Stator 
(Shielded) 

332-0273 

1 

Clip, Cable -.Magneto Lead 

508-0002 

1 

Grommet, Rubber - Magneto 

Lead 

167-0215 

2 

Plug, Spark 

312-0168 

1 

Condenser, Suppression 

160-1217 

1 

Shield, Heat - Breaker Box 

160-0611 

1 

Box Assembly, Breaker (Refer 
To Standard Breaker Box 

For Components, Except 

P^rts Marked °) 

160-0440 

1 

°Gasket, Breaker Box Cover 

167-0061 

2 

°Nipple, Shielded Wire 

517-0061 

1 

°Plug, Plastic (3/8" Hole) 

166-0481 

1 

Bracket, Coil Mounting 

160-0939 

1 

Coil, Ignition 

503-0465 

1 

Clamp, Coil Mounting 

167-1476 

1 

Cable, Spark Plug (17" Lg.) 

167-1457 

1 

Cable, Spark Plug (8" Lg.) 

336-0954 

1 

Lead, Breaker Box To Coll 

337-0056 

1 

Lead, Coil To Ground 


332-0556 

1 

Connector, Wire - Alternat 

191-1168 

1 

Bracket, Alternator 
Adjusting 

511-0090 

1 

Belt, Drive - Alternator 

191-0639 

1 

Baffle, Alternator Air 

307-0367 

1 

Solenoid, Start 

336-0102 

1 

Lead, Solenoid To Starter 

134-3266 

1 

Housing, Blower 

308-0029 

1 

Switch, Start (Push Type) 

308-0069 

1 

Switch, Start-Stop (Toggle 

134-1644 

1 

Housing, Cylinder Air - 
Left Side 

134-2002 

1 

Housing, Cylinder Air - 
Right Side 

149-0174 

1 

Line, Fuel Pump To Filter 

149-0282 

1 

Filter, Fuel (Includes 
Parts Marked +) 

149-0202 

1 

+Screen, Strainer 

149-0149 

1 

-1-Gasket, Strainer 

149-0313 

1 

+Bowl, Strainer 

149-0249 

1 

+Stem And Seat, Valve 

502-0002 

1 

Elbow, Inverted Male - 
Filter Inlet 

505-0104 

1 

Nipple, Short - Filter To 
Carburetor (1/8" X IV I 

153-0226 

1 

Link, Choke To Carburetor 

154-1427 

1 

Manifold, Exhaus t 

142-0579 

1 

Carburetor, Gasoline (Refe 
To Standard Carburetor I 
Components, Except Parte 
Marked //) 

141-0172 

1 

//Lever, Choke Link To Choke 
Shaft 

142-0192 

1 

//Shaft, Choke 

142-0241 

1 

//Fly, Choke 

142-0459 

1 

#Valve And Seat Assembly 

141-0078 

1 

//Gasket, Carburetor Mountir 

142-0404 

1 

//Kit, Repair - Carburetor 
(Includes Gasket Kit, 


Float Shaft, Idle Needle 
Throttle Shaft 3ushings. 
Valve And Seat Assembly. 
Throttle Shaft, Throttle 
Fly Screw, Choke Fly Sci 
Nut And Jet Nozzle) 
110-0904 4 Rotocap, Valve Spring 

Retainer 

Parts Not Furnished By Onan 
Starter Motor 



SPECIAL PARTS LIST FOR MODEL 


CCKA-MS 


SPEC 


3090J 


FOR STANDARD PARTS REFER TO CATALOG. 927-0253 


KEY NO. 


OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USEb. 


PART NO. 

QTY. 

DESCRIPTION 

PART NO. QTY. 

DESCRIPTION 

Group - 6 


T~ 

Flywheel Charging Alternator 

■— i -~—;-■— i — 




(Phelon) 



Group - 27 


Variable Speed Governor 



Group - 32 


Spin On Oil Filter 



110-1860 

1 

Block Assembly, Cylinder 



149-0136 

1 

Cover, Fuel Pump Hole 



134-2824 

1 

%uard. Flywheel Screw 



142-0472 

1 

Carburetor * 


■ . ' ;■ ■■ < 

148-0147 

1 

Pipe, Fuel 



134-2897 

1 

Housing, Blower 



134-2760 

1 

Housing, Cylinder Air RH 



153-0097 

1 

Cable, Choke 



308-0140 

1 

Switch, Toggle 



134-2621 

1 

Flywheel (Includes Ring 

1 „ . 




Gear) 



142-0475 

1 

#Kit, Repair (Includes gasket 




kit, throttle bushings and 
shaft assembly, throttle 
fly screws and idle 
adjusting needle.) 


* - Same as carburetor listed in Group 19 
except added part marked #. 

Parts Not Furnished by Onan 

Fuel Pump and Associated Parts 


.Tun ft 1 . 1977 


l 


1 





900-0043 

Supplementary Parts List 

for 

MnrtPl t:(:KA -MS _Spar i09M _ 

Standard Parts Catalog_ 927-0253 _Parts Key —1- 

Parts Listed Below Apply to the Above Model. Use These Parts in Place of (or in 
Addition to) the Parts Listed in the Standard Parts Catalog. 


PART NO. QUAN. DESCRIPTION 


NOTE: This Model has a Full Flo Oil Filter 
Complete breakdown of Components and 
Associated Parts in Parts Catalog - 
Optional Equipment 

110-2375 1 Block Assembly, Cylinder (Includes Bearings, 

Guides and Seats) 

104-G872 1 Crankshaft 

110-1000 2 Seats, Intake Valve 

110-1037 2 Valve, Intake 

110-0904 2 Valve, Rotor - Intake 

.102-0756 1 Base, Oil 

120-0648 1. Cup Oil Pump Intake (Includes Cup, Screen 

and Pipe) 

123-1149 1 Tube, Oil Fill . 

123-0694 1 Cap and Indicator, Oil fill 

k 149-0136 1 Cover, Fuel Pump Hole 

134-2760 1 Housing, Cylinder Air (Right Hand) 

140-0231 i-l Adapter, Carburetor Air Inlet 

134-2956 1 i, 1 Guard, Blower Scroll Outlet 

134~;1727 1 Scroll, Blower Housing (NOTE: Mount at 3:00 O'clock 

‘ position) . > 

"134-3273 1 Housing, Blower 

166- 0628 1 Bracket, Coil Mounting 

167- 1494 1 ; . Lead, Hi Tension - Right Hand J '" A 

103-0515 1 Gear Case (Complete Assembly) 

: 150-11S7 i . Yoke., Governor 

154-0356 1 Manifold, Intake 

502-0002 1 Elbow, Inverted Male 

. 517-0021 1 Button, Dot - Scroll 

■ 134-0753 1 Wheel, Blower 

309-0237 1 Switch 

Parts Not Furnished by Onan: 

Fuel Pump 

>• * ■ v 1 ’t Air Cleaner 

'C':-' Manual Choke 






SPECIAL PARTS LIST FOR MODEL ' CCKA ~ MS SPEC 5110 J : 

FOR STANDARD PARTS REFER TO CATALOG 927-0255 KEY NO. A 

OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED, 


PART NO. 

QTY. 

DESCRIPTION 

PART NO. 

QTY. 

DESCRIPTION 

Group - 32 

T" 

Spin-On Oil Filter 

.1... 






509-0124 

1 

Seal, ”0" Ring 

110-1911 

1 

Block Assembly, Cylinder 

140-1055 

1 

Element, Air Cleaner 

110-1000 

2 

Insert, Intake Valve Seat 

140-1053 

1 

Cover, Air Cleaner : 

520-0114 

5 

Stud, Bearing Plate 

123-1264 

1 

Hose, Breather 

SI7-0048 

1 

Plug, Expansion 

140-1058 

1 

Clamp, Air. Cleaner .. 

104-0885 

1 

Crankshaft 

134-2954 

1 

Housing, Cylinder Air-R,l 

105-0238 

1 

Camshaft -Includes Ctr. Pin 

321-0169 

1 

Clip, Cylinder Air Housir 

110-1037 

2 

Valve, Intake 

150-1264 

1 

Spring,. Governor 

110-0904 

4 

Rotocap, Valve Spring 

332-1338 

i 

Clamp — Loop Type. 



Retainer 

142-0530 

1 

#Shaft, Choke 

120-0689 

1 

Line, Oil Pump Intake 




120-0663 

1 

Cup and Screen Assy 




191-1104 

1 

Bracket, Starter Mounting 




191-1103 

2 

Spacer, Starter Mounting 




191-1108 

1 

Seal, Starter Air 

Parts Not 

Furnished by Onan 

102-0655 

1 

Base, Oil 


Manual Choke 

122-0352. 

1 

Drain, Oil Filter 


Spark Advance Mechanism . 

309-0237 

1 

Switch, Oil Pressure 




305-0478 

i 

Regulator 

* - Same 

as carburetor listed in Group 20 

305-0477 

1 

Spacer, Regulator Mounting 

except part 

marked #. 

191-0793 

1 

Clip, Wiring Harness 




103-0332 

1 

Gear Cover Assembly- 






Complete 




167-0188 

1 

Clip-Gearcase 




332-1358 

1 

Bracket, Connector Mounting 




123-1102 

1 

Cap and Indicator, Oil Fill 




134-2556 

1 

Flywheel-Includes Ring Gear 




191.0400 

1 

Rotor 




134-1889 

1 

Guard, Flywheel 




134-2951 

1 

Housing, Blower 




150-1297 

i 

Bracket, Governor. Linkage 




154-0356 

1 

Manifold Intake 




142-0593 

1 

♦Carburetor 




154-0360 

2 

Gasket, Muffler 




155-0480 

1 

Muffler 




166-0562 

1 

Bracket, Coil Mounting 




166-0346 

1 

Coil,Ignition 




503-0458 

1 

Clamp, Coil 




150-1310 

1 

Arm, Governor Pivot 




304-0014 

2 

Washer, Resistor Centering 




304-0060 

1 

Resistor 




304-0610 

1 

Support, Resistor Terminal 




150-1269 

1 

Bushing-Coil Bracket to 






>Pivot Arm 




152-0155 

1 

Swivel-Choke Lever 




516-0059 

1 

Pin, Cotter-Choke Lever 






Swivel 




140-1206 

1 

Base, Air Cleaner 





Jaminw 1077 




CCK-MS 


3114J 


SPECIAL PARTS LIST FOR MODEL 


SPEC 


E 


PART NO. 


FOR STANDARD PARTS REFER TO CATALOG 927-0255 KEY NO. _ 
OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 

QTY. DESCRIPTION PART NO. QTY. DESCRIPTION 

i " ! -- 1 l - 1 - 


2 


Group - 

32 

Spin-On Oil Filter 

Group - 

34 

Vacu-Flo Cooling 

Group - 

36 

Sisson Choke 


150-0754 

1 

Bracket,. Idle Solenoid 

Spring 

150-0159 

1 

Bracket, Governor Spring 

123-0129 

1 

Tube, Breather 

123-0073 

1 

Cap, Breather Tube 

123-0104 

1 

Valve, Breather 

309-0237 

1 

Switch, Low Oil Pressure 

336-2192 

1 

Lead - Top of Blower Housing 

517-0009 

1 

Plug, Dot Button - 2-1/16" 

517-0035 

1 

Plug, Dot Button - 1-1/16" 

154-0360 

2 

Gasket, Manifold 

155-1253 

1 

Muffler, Exhaust 

505-0618 

1 

Cap, Muffler 

153-0460 

1 

Linkage -Choke to Carburetor 

336-2392 

1 

Lead, Choke 

304-0014 

2 

Washer, Resistor Centering 

503-0514 

1 

Clamp, Coil 

166-0346 

1 

Coil, Ignition 

166-0376 

1 

Bracket, Coil 

304-0060 

1 

Resistor 

304-0610 

1 

Support, Resistor Terminal 

307-0455 

1 

Solenoid, Idle 

145-0173 

1 

Bracket, Idle Solenoid 

306-0152 

1 

Plunger, Idle Solenoid 

150-0703 

1 

Stud, Governor Spring 
Adjusting 

150-0098 " 

1 

Spring,"'Governor - to 
Solenoid 

150-0471 

1 

Spring, Governor-to Bracket 

134-0564 

1 

Scroll, Air Discharge 

134-2956 

3. 

Guard, Scroll ■ 

104-0302 

.1 . 

Flywheel 

134-0565 

1 

Wheel, Blower 

110-1860 

1 . 

Block Assembly, Cylinder 

134-2760 . 

1 

Housing,. Cylinder Air RH 

134-2796 

1 

Housing, Blower 


Parts Not Furnished by Onan 
Fuel 1 Pump 
Air Cleaner 




1 



SPECIAL PARTS LIST FOR MODEL 


CCKA-MS 


SPEC 


3119 J 


FOR STANDARD PARTS REFER TO CATALOG 927 ~ 0255 


KEY NO. 


OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO. 


QTY. 


DESCRIPTION 


PART NO. 


QTY. 


DESCRIPTION 


Group - 28 


Top Mounted Engine Control 


105-0238 

150-1000 

134-2878 


1 Camshaft 

1 Arm, Governor 

1 Housing, Blower 


Parts Not Furnished by Onan 

Spark Advance and Associated Parts 


Tl ’71 a. 1 


1 n * 7*7 


1 


1 




SPECIAL PARTS LIST FOR MODEL CCKA " MF _SPEC 3165J| _ 

FOR STANDARD PARTS REFER TO CATALOG 927-0253 KEY NO. 

OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO. 

QTY. 

DESCRIPTION 

PART NO. QTY. 

DESCRIPTION 

Group - 6 

r 

Flywheel Alterrutor (15 Amp) 

“T~ -1- 


Group - 27 


Variable Speed Governor 



Group - 31 


Clutch 



104-0913 

1 

Crankshaft 



105-0238 

1 

Camshaft 



309-0237 

1 

Switch, Oil Pressure 1 



134-2621 

1 

Flywheel 




Parts Not Furnished by Onan 

Spark Advance and Associated Parts 


■ Tmtio 1 1 0-7*7 


1 


1 




SPECIAL PARTS LIST FOR MODEL 


CCKA-S 


FOR STANDARD PARTS REFER TO CATALOG 


_ SPEC 

927-0253 


3166J 


KEY NO. 


OPTIONAL GROUPS IN CATALOG ARE LISTED BY GROUP NO. BELOW WHEN USED. 


PART NO. QTY. DESCRIPTION PART NO. QTY. DESCRIPTION 

, - ,- 


Group - 1 
Group - 20 


High Profile Breaker Box 
Gasoline Carburetor 
Adjustable Jets 


110-1418 

1 

Block Assembly, Cylinder 

104-0882 

1 

Crankshaft 

113-0088 

2 

Ring Set, Piston 

503-0744 

1 

Hose, Fuel 

134-1579 

1 

Housing, Blower 

517-0021 

1 

Button, Dot 

517-0009 

1 

Button, Dot 

154-0802 

1 

Manifold, Intake 

505-0008 

1 

Plug, Pipe 

123-1284 

1 

Tube, Breather 

140-1216 

1 

Element, Air Cleaner 

140-1295 

1 

Cover, Air Cleaner 

865-0020 

1 

Nut, Wing 

503-0189 

1 

Clamp, Air Cleaner 

140-1348 

1 

Base, Air Cleaner 

150-0079 

1 

Rod, Throttle 

515-0006 

1 

Key, Crankshaft 

150-1000 

1 

Arm, Governor Extension 


Parts Not Furnished by Onan 
Stop Button 
Governor Control 


1 


1 




